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PART III 

Stores Purchase 


Agriculture Development and Farmers’ 
Welfare Department 

G^aejocro nJOCTU^o 

cncnj(3 o_fl.pl.(2)i55/gl. 1 / 2016 . 2016 Esj6n3 22 . 

nJOCOO §2 <Scft06TT)o, (MTUO S) nJ (Tul ffl 6) CTU OJD fflSOTuloCn 

ejG6moo§o1tn)1fflej gcUGOToairarrolGejcsaoajn adftizflceaejjcftoS 
cr>ra3<ftoa3 (TucmaDcsxrsjo csasow^trocffijo ggg rareocol casern 
cniQOnj(n63Bglra8<T)1crojo mjiBcuaj as6reojoftc/3 cftH6rn1ijj 
acfoosgiom 

trosfflid cmjca>—' 2 , 50,000 (oj§1<ft> as6n§c3 

csciDOOGraimoasoijjo ejelc0ajfrora)O6rr).) 

raolstciDraS as6n3«S (SaDoorarmlcn ' 500 + 5 % aiagjo 

OJD^JnjI Gc9® glcr) ' 300 +5% (U0OJ(20600 Ojlej. aS6ngdS 

<jaDooraTro1ao| ailej nJ6mi2oecQ)o a6rolG<®oc3cuxw<s<i»o oocaneffl 
CTUjIdft ffll C06)J dft K»J ggj. fflS6TT§(3 (SaDO 063BC/3 27 -7 -2016, 

i ai6TT)1 aiaaoffljgg (.n-iojdSraiOTcn croa era <mr> ggeo 
630o£i°l(Tulra3fnlcinDjo nilraSiTjcn cnsranajcmraioern. 

raises cm alcucruo g^jera'esa' 2 asrnlcuaa aj(.(3cu^| 
cftoiojcftglraS oroafSajlcoajaT) as6n3oyftc/3 mj/lcftalceajaroraiosrT). 
cftoiolcnj ojjorartn “acftalteaeiyfeoa asraSifticrnraflcniss as6rec3” 
a®cm cu^< 0 ®>aotral ag)s>jrail(r!)1®1c9a6TT)o. (Dlaailra) crumerararrolcnj 
ffljo3rd ejelteajciT) as6rr30jcftc/3 raises ore rat ojctuo 2.30 2i6m1c9a 


raisesn-pc/S anosaaigg assnsoyftoajas a^ocrDlrao^rarmlraS raioaep 
aiT_|1§1§jgg aoaolcruesoo raraegcioo njjaraiejaojsjrarmjcro 
raisjesgo crojo.sajcrocmoailalteajo. 

assTTBolGcnoasoiTjo as6nsc3 eoijcftcrajas 1 % ( 1,500 ajnjeraleoS 
cftjoeraoarai) aiajcrn raijeftcracaa raijei^aocra cu)1ffloo3 l '[.<LDOnng, 

n®6TT)(TU ffl6TT)1 a CU) eS n_| 0 CTuI O 0 00)1 aOJDoJ^gl OJD CO) O eft S (3 - 
cfto-crulcnlco)(3 aeftfflicru, eseruo anjaulaacruojD ascruloco 
eje6moo§o1, oJ0GO0§j(Bcft06mo n^errxraogjas esnjalraS eseTug 
6moa aociD (.socna3<ft]o1ao3 aniggeraomeio e/s 06 u oral ra3 
ffloooajjcro oileuraiOTleaS erumeSojIijlalcsasrno. 

eseruoeS njeSesiyon) aj^cucruredfte/Bcoajo dftoe3n9dlcft culcftmjfo 
cft(3rfldcft (Stftadmaicftjaj ojDd»o<ftsojas raraocolcftoarartnlcnjo 
ajlGQ)d»aocQ)1 crujlcftalcaaaojsjcm as6n§o1aeiji gsaxracea 
mlcffiaocnjam^raio cruaanj 630c3cux3 ooraiScftjomraiocralaltsajo. 
as6n§oj<fta3 croilcftalij culcuao rareolcral^p <ftipl6imroora3 
as6n§ojoftoacr3 emjcftooijas 5% cuajcm raijcft raioas> arjlslsiss 
rarejgjas esnjalraS cu)1. ojdI rare>d»1 crujaeftSdo oolescftiinjaacTr) 
mleicffilraS cnraSesdft 6rrs®)jo ' 200 -aa$ mjLa L<® ramlraS 

mlcDjffloaDjcru^aifflocffil <ftaoe3 aaKraes< 0 a 6 nsra> 22 )O 6 iT). 

cruaanj 630 c3cuh 8 ejel^p cftipIsrormoraS as6ree8cftoaei3 
enjaaoj 630(3cux3 railerarail ajtmraS 15 alencTurairolcDcfto raioaip 
anjidjii-ilsisg rarejgjas aoaDlenilesejo rareoraoe/3 eioIcBesqe/sIceajanD 
oruriejeraimo (Tuoa)CD63r3a3 n^rarml^ij cnra3(5cft6n§rai06iTD. 
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No. PT(2) 155/T1/2016. 22nd June 2016. 

Sealed superscribed tenders are invited for the 
“Supply of Chemicals” for the use in State Pesticide 
Testing Laboratory, Parottukonam, Nalanchira under 
the scheme on Modernization of Department 
Laboratories 2016-17. 

Estimated cost—' 2,50,000 

(List of chemicals attached) 

Cost of tender form: 

Original— ' 500+5%VAT 
Duplicate—' 300+5%VAT 

Date and time upto which tender form are sold— 
27-7-2016, 1 p. m. 

Last date and time of receipt of tender—27-7-2016, 
2 p. m. 

Date and time of opening of tender—27-7-2016, 
2.30 p. m. 

E.M.D—1% of the total cost subject to a minimum of 
1,500 (ie. even if the 1% of the amount of tender falls 
below ' 1,500) 

Demand draft drawn in favour of Deputy Director of 
Agriculture Cum-Senior Chemist payable at SBT 
Vellayambalam,Thiruvananthapuram. 

Amount of Security—5% of the total value of the 
contract rounded to nearest rupee. 

Time and place of supply—within 15 days of receipt 
of supply order at S. P. T. Lab, Parottukonam. 

Designation and address of the Officer from whom 
the tender forms are to be obtained and to whom the 
tenders are to be sent—Deputy Director of Agriculture 
Cum Senior Chemist, State Pesticide Testing 
Laboratory, Parottukonam, Nalanchira P. O., 
Thiruvananthapuram-695 015. 

Tender form, special condition and further detail if 
any required can be had from the office of the 
undersigned during office hours on all working days. The 
price of tender forms will be received only by cash 
remittance or money orders. Cheques, Drafts and Postage 
Stamps etc. will not be accepted. 

The submission of tender should be strictly in 
accordance with special condition and as per rules and 
regulation prescribed by the Government. 

Details with respect to the tender notice with special 
conditions and the materials intended to be purchased can 
be obtained from the office of the undersigned at working 
hours or from the website www.keralaagriculture.com or 
www.karshikakeralam.com of the department of Agriculture. 


List of Items 


SI. No. 

Name of Chemical 

Unit 

Quantity 

Required 

1 

Acetone A. R 

2.5 Lit 

50 Lit 

2 

Acetonitrile for HPLC 

2.5 Lit 

75 Lit 

3 

Dioctyl Phthalate 

500 ml 

2.5 Lit 

4 

HPLC Water 

1 Lit 

40 Lit 

5 

Acenaphthene 

lOg 

10g. 

6 

n-Hexane for HPLC 

2.5 Lit 

15Lit 

7 

Sodium Nitrite AR 

500g 

500g 

8 

Oxalic Acid AR 

500g 

500g 

9 

Pottassium Iodide AR 

250g 

250g 

10 

Pottassium Iodate AR 

lOOg 

lOOg 

11 

Lead Acetate AR 

500g 

500g 

12 

Orthophosphoric Acid 

500ml 

500ml 

13 

Propanol for HPLC 

2.5Lit 

25 Lit 

14 

Carbon Tetra Chloride 

1 Lit 

12 Lit 

15 

Methelene Chloride 

500ml 

500ml 

16 

Pottassium Thio Cyanate 500g 

500g 

17 

Pottassium Bromide 

500g 

500g 

18 

Benzanilide 

lOOmg 

lOOg 

19 

Diallyl Phthalate AR 

500ml 

500ml 


Special Conditions 

1. The materials supplied should be in strict 
conformity with the specifications given in the list 
of articles appended with tender notice. 

2. Quantity shown in the tender notice is approximate. 
The successful tenderer is bound to supply the 
actual numbers shown in the supply order (which 
may be more or less than the published quantity) 
during the contract period at the accepted rates 
and conditions. 

3. The rates quoted should be incluive of all taxes (if 
applicable), Loading, unloading charges etc. for 
delivery at State Pesticide Testing Laboratory, and 
cost of installation of the equipment (without 
incurring any extra cost for this department). 

4. Tender should be submitted in the prescribed form 
along with an agreement in Kerala Stamp Paper 
worth ' 200 (Two hundred only). 

5. Special condition and supply order will form part of 
the agreement and special condition should be 
returned with tender form duly signed in proper 
places by the tenderer. 

6. Before supplying commences, the successful 
tenderer should execute an agreement in Kerala 
stamp paper worth ' 200 (Two hundred only) in 
prescribed form. He will also have to deposit a 
security of 1% of tendered amount which is 
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inclusive of Earnest Money Deposit furnished. The 
security should be in the form of Demand Draft 
drawn in favour of Deputy Director of Agriculture 
cum Senior Chemist, State Pesticide Testing Lab, 
Parottukonam, Trivandrum payable at State Bank of 
Travancore, Vellayambalam, Trivandrum. 

7. The rates quoted should be firm upto 31-3-2017 
and contract is valid upto 31-3-2017. 

8. The supply should be completed within 15 days of 
receipt of supply order and claim settled at the 
latest by 31-3-2017. 

9. Undersigned is at liberty to test and satisfy the 
quality and quantity of supplied articles and the 
contractor is liable to replace any item damaged 
during such testing at his cost. 

10. The contractor or his agent should be present at 
the time of opening of tenders. 

11. The contractor or his agent should be present at 
the time of supply and should entrust the articles 
to the officers concerned at this laboratory. The 
transportation, loading, and unloading etc. should 
be met by the contractor. 

12. On completion of supply, the invoice in triplicate 
should be drawn in favour of Deputy Director of 
Agriculture cum Senior Chemist, State Pesticide 
Testing Laboratory, Thiruvananthapuram for 
effecting payment. 


13. Separate bills should be sent for each order. 

14. The payment in respect of equipments will be 
released only after satisfactory installation and 
demonstration of instruments by firm. 

15. In case of any dispute, the decisions of Deputy 
Director of Agriculture Cum Senior Chemist will be 
final. 

16. In case the date prescribed for opening of tender 
falls as a holiday it will be postponed to the very 
next working day without any further publicity by 
notices. 

17. Violation of any rules /special conditions/directions 
of supply order by contractor will lead to rejection 
of tender. 

18. Deputy Director of Agriculture cum Senior Chemist 
reserves the right to reject any tenders / cancel 
the purchase of any item at his discretion without 
assigning any reason. 

19. This order is placed on behalf of the Govt, of 
Kerala and the C.S.T. declaration in ‘D’ Form will 
be issued by supplied Officer, wherever necessary. 

(Sd.) 

State Pesticide Testing Laboratory, Deputy Director of 
Parottukonam, Nalanchira P.O., Agriculture 

Thiruvananthapuram. cum Senior Chemist. 


<3(3<i£jocn) njocru^o 

cnarudS rarajA 60.(2)85/2015. 2016 ss]sn3 30. 

coaj(36m(3cK)j (g(U6ris1 cmlraj ai 00 am ajjoo 0 <u gg 0 <s» mol rarejApl.ol. 6) mxrji ol s> ei siscftcnl coreraS 
rareoblcTurA', njoccsjcro cruouxn aDOfflitol<ft>o3 ojlcmosmo sinj^jcrocaflcb raioraSojra^ffljgg rareocolca^rai ajDlej(3iao(3/n®sa3cn51ca>g1(a3 

colrrojo fflRsSmxarrojeoajajgg 3(8‘‘>ejo<TU2ca>c/3 <ft.Qjojcft)glRs8 cMisrol^exftoggjanry;. 3(3^£jocru2ca>a8 3(3'^ejocro cncnjffifflosjcajsl 

OQlaajlrai antorailcosijajrnj 6)s<fem1<es)«53 raracrulcTuqjf, rara>A si. si. crol., aruggocmsTDl, «n1ffl20j(ncw)njjfflo-695 522 a®cro culejocrurarmlraS 
a®<OT®1^1ra1(Bd9Osre(ro06rn. 3^^ejocrojcft>c(3 ojjcSsroaoecmo eoco1<a>ffloecr»o (mgglcosigcmocnjgg njjdisrn rare ail <ft>orao 6is<ftcn1 < 66 x 08 
rarearulcruci?]1ra3 coltMdlrdcmaocn/lffllcOffljo. 3 cS^o crol 6> an Oojo ' 200 - 6 x 1 ?] mj(.3o_|L®)«5Tt5)1ra3 (.nJOLoalcft) ca>ooc3 aJiraxujo aioaireocn 
raijcft)CQ)j6is i%-ra3 co^ocraoratro cmj<6> mlcaoxpmpicn)! 6)ScMDlss>ro3 rarecru1<Tua8l6)0i3 csojoIoS coulaocA (OJoociDpjo g6neo<ia)1ffl1cBce6)6nerai06nD. 
3(8^ejorru cmjOcsrejcTT) ra/tooil ajraxaS rare>d aocruo (U6i® ailei mlo<es> LnJOsm&JirarailraS g6n30cmlAI<e6)6roo. raraejorarm 3(3 ‘‘>£jo<tu2<6>c/ 3 
<s 2 ) 06 i«nofflj cft)Offl6TT)aKreoejjo njolcosrolcoajcmraiej. raioacrol^jj ejeltssijarxmjo araitoocm aolraraiLScu^o eoejoraimraijaocB) ocS^eiocrujcfeua 
odIojojocdIcBjo ai1fflcro1<ss)jaT)cmo6TTD. 3c3^ejcxrujcft>«3<es> rareocol<e.offlo ejel^jora3 BlajcroraroilrojgglraS croouxo <Tuoa(tbl<ft>a3 

Qj1raiffl6TT)o 6>iij(Bgi6re(!J)jffl06rn. 3(3^mocro csareooo 6>6)<ft>aoooa3 ojosleioraroxaijo 63(al<e6xo8 rares^j raij<6> railo!^ ca/lgjanDraijaej. 
raiofflcrul^ cftTIgjcm 3^^ejocrujoa>a3 <x»os)«T>oa>i c&offlenxnaaoeijo rrojlca>a1c96)janD(mei. ce^sjraxoS Qjlaiffl63Bu3 (ojcu^raroil 3lojcru63i3glra8 
gra rarejarelcrolraScolcriDjo eje1<flS)jar)(mo6rb. 

raressa>ra3 «5)j<6> —' 4,00,000. 

3(3^ejO(TO CBa£lOOraT3)l6Xl| QjlOJ-' 800 + OJOO. 

3 ( 3 ^ejocro Gareooo ailraScseijcrn rarecncruocn railooiratojo cruacnxujo—20-8-2016, 2 casrril. 

3(3^ejocro Gareooo <Tu/lca>ffl1c96)2anQ rarenicroocn railcniraitojo croacnjaijo—20-8-2016, 3 a6rril. 

3 ( 3 (iejocro raijocosijcro ra/torailcffijo cruacnxujo—20-8-2016, 3.30 ei 6 m 1 . 
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List of Machineries and Specifications 

SI. 

Name of 

Specifications 


Quantity 

No. 

Machine 




(1) 

(2) 

(3) 


(4) 

1 

Chain Saw 

Power 

2.2 HP 

1 No. 



Bar Length 

18" 




RPM 

12500 




Fuel 

Petrol 




Stroke 

Two stroke 


2 

Earth Auger 

Power 

1.8 HP 

1 No. 



Engine 

2 stroke 




Bit Dia 

87200mm 




Pit Depth 

2.5 Feet 




Stroke 

Two stroke 




Fuel 

Petrol 




Speciality 

Quick stop drill bit, start lock and 
reverse rotation lock 


3 

Brush Cutter 

Engine 

2 stroke air cooled 

1 No. 



Power 

2.2 HP 




Clutch 

Centrifugal 




Accessories 

Nylon Head, 3 teeth metal blade 




Stroke 

Two stroke 




Fuel 

Petrol 




Engine type 

2 stroke 

1 No. 



Engine Power 

1.40 KW/2.0 PS 




Cooling System 

Air cooling 




Carburetor 

Float type 




Spindle size 

M10* 1.25 LH 




Dimensions 

l,710*670*430mm 




(L*W*H) 

Weight 

7.2 to 7.5kg. 




Accessories 

Nylon Head, 2 or 3 teeth metal 
blade, protector, harness, 

tool set etc. 


4 

Telescopic Pruner 

Overall Length 

6.5 m 



Manual (Jack Fruit 

Weight 

2.50 to 2.80 kg. 

1 No. 


Harvester) 




5 

Arecanut Climber 

Operation 

Manual 

1 No. 



Weight 

6 to 7 kg. 




Materials 

G I Pipe, Coil spring and Plastic 
rope 25m 
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(1) 

(2) 

( 3 ) 


( 4 ) 

6 

Welding set 

Capacity-300 Amps 

Accessories-8 meter welding cable, 5 

1 No. 



welding transformer 

meter earth cable, welding Holder, 




Full Copper winding 

Welding shield, earth clamp, apron. 




Air cooling 

Regulator type 

Use single phase 
and two phase 

connection 

Wire 20 m. etc. 


7 

Coconut 

Three rod 


4 Nos. 


Climber 




8 

Battery charger 

24V 

charging 15 to 

20 Amps 

Transformer type 

1 No. 

9 

Rotary tiller 

Engine 

4 stroke 

1 No. 


with Gear 

HP 

4.5 H P/163cc 




Gear Box 

2 forward speed & 1 revers speed 




Weight 

68 to 72 kg. 




Blade 

3+3 blade-80cm with protection 




Accessories 

disc 





Wheel, tool kit etc. 


10 

Mini Tiller 

Displacement 

42.7cc 

1 No. 


(Garden Tiller) 

Engine 

2 stroke 




Power 

Max. 1.31 KW 




RPM 

7500 per minute 




Fuel 

Petrol 




Weight 

15.00 to 15.3 kg 




Tilling width 

150-254mm 




Tilling depth 

Minimum 50 mm. 



Special Terms & Conditions 

1. The rate quoted should be inclusive of all taxes, transporation, loading & unloading at the sites. 

2. The successful tenderer should supply the items at R. T. T. Centre, Vellayani within one week from the 

receipt of supply order. 

3. All Government Rules applicable for tenders is also applicable to this tender. 

4. The Successful tenderer should arrange a field trial at RTT Centre, Vellayani at their own expenses. 

oscebmlcearaS (3T3cniloroag1ff)a3 
OTTERS. si. si. 6)crua^(3, oojaaoqasml. 


(®d) 

ffls<fe(n1cas)ra3 carecnilcTuorcf. 


Gaz. No. 29/2016/DTP (Stores). 
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e-TENDER NOTICE 

No. SBCL 147/T/D/2016-17. 31st May 2016. 

The Deputy Director of Agriculture, State Biocontrol 
Laboratory, Mannuthy, Thrissur on behalf of the 
Governor of Kerala invites competitive e-tender in two 
cover system from competent dealers/ supplier/ distributer 
for the supply of Chemicals & glasswares, for the 
production of biocontrol agents in State Biocontrol 
Laboratory, Mannuthy. Documents can be obtained from 
https://etenders. kerala.gov. in. Since this is an e tender, 
only those bidders who have enrolled in the above 
portal with their own Digital Signature Certificate (DSC) 
can participate in the tender. Tender has two parts. 

1 Technical bid 

2. Financial bid (BOQ) 

Tender No. with PAC—SBCL 147/T/D/2016-17 

' 4,74,250 

Document sale start date—25-6-2016 

Bid submission start date—15-7-2016 

Document sale end date—15-7-2016 

Last date & time of receipt of e-tender— 

15-7-2016, 6 p. m. 

Date and time of opening of e-tender 

1. Technical bid—20-7-2016, 3 p. m. 

2. Financial bid—22-7-2016, 3 p. m. 

Cost of e-tender (online submission)—' 1,000 + VAT 
4 % ' 40. Total '—1,040. 

Date upto which the rates are to remain firm for 
acceptance—31-3-2017. 

EMD—1% of PAC in online payment. 

Security Deposit—5% of Total Contract Amount. 

Period of supply—Within 15 days of receipt of 
supply order. 

The bidder desiring to take part in the bid shall log 
on to https://etenders. kerala.gov. in and select tender 
and initiate payment. Bidders will be directed to the 
payment gateway page of State Bank of Travancore 
https://etenders. kerala.gov. in. There are two options: 

1. State Bank of Travancore (SBT) Net banking 
payment. 

2. Payment through NEFT from other banks to the 
payment gateway of SBT. 


For obtaining Digital Signature Certificate (DSC) and 
for necessary portal enrolment bidders can visit the 
website https://etenders. kerala.gov.in. 

1. Technical bid 

The sample of chemicals & glass wares should be 
submitted directly to this office before the last date of 
receipt of e tender. 

2. Financial bid 

The financial bid of the bidders who qualify in the 
technical bid alone will be considered 

Tenders will be opened in the online presence of 
such bidders or their authorized representatives who have 
logged in at the prescribed time of opening of technical 
and financial bids. 

If the date fixed for opening happens to be a 
holiday/ or due to net failure the tenders will be opened 
on the next working day at the same time. 

Scanned copy of the agreement in the prescribed 
format in Kerala Stamp paper worth ' 150 should be 
submitted online and original to the undersigned before 
the opening of e tender. 

Cost should be quoted in Indian currency only and 
should be inclusive of tax and duties, transportation, 
loading & unloading expenses or any other expenses 
applicable. 

e-tenders submitted by the competent dealer/ 
supplier/distributer should contain: 

Cover 1 Technical bid 

1.1 Bid covering letter in Annexure I 

1.2 Signed copy of e tender document 

1.3 Compliance statement in Annexure II 

1.4 Scand copy of Annexure III in the prescribed 
format in Govt, of Kerala Stamp Paper worth 
' 150. 

1.5 Bidder self introduction in A nil ex lire IV 

1.6 Documents to prove EMD exemption if eligible 

Cover 2 Financial bid 

Submit the BOQ in excel format through the website 
https://etenders. kerala.gov. in. Financial bid sent through 
any other method will not be accepted. The BOQ 
template must not be modified or replaced by the bidder 
and the same should be uploaded after filling the relavent 
columns, else the bid is liable to be rejected for this 
tender. The bidders are allowed to enter the bidder name 
and values only. 
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List of Items 


SI No. 

Items 

Quantity 

1 

Peptone (Bacteriological LR-5 kg 
packing, preference for coarse 
powder-enclose sample along with 
tender form) 

400 Kg. 

2 

Glycerol (98% purified) 

(25 Lts packing) 

200 Lt. 

3 

PD Broth (5 kg packing) 

50 Kg. 

4 

Dextrose GR (5 kg packing) 

50 Kg. 

5 

Magnesium Sulphate LR 
(5 kg packing) 

30 Kg. 

6 

Dipotassium hydrogen 
orthophosphate LR 
(5 kg packing) 

30 Kg. 

7 

Azhadiractin 10000 ppm 
(1 Lt packing) 

30 Lt. 

8 

Absorbent cotton 



(350-400 g/roll) 

100 roll 

9 

Hand sterilant gel 

2 Lt. 

10 

Wettable sulphur 80WP 
(500 g packing) 

15 Kg. 

11 

Bakers yeast (1 kg packing) 

15 Kg. 

12 

Conical flask 



(borosilicate) 500ml 

100 Nos. 


Special conditions 

1. Destination of supply— 

Store room of State Biocontrol Laboratory, 
Mannuthy, Thrissur. 

2. Quantity shown in the tender notice is 
approximate. The successful bidder is bound to supply 
the actual quantity shown in the supply order (which may 
be more or less than the published quantity) . Based on 
the actual requirement of this lab, supply orders will be 
issued and accordingly the materials have to be supplied 
within the specified time limit. 

3. If tender is confirmed, tenderer will have to 
execute a contract bond on Kerala State Stamp Paper 
worth ' 500 and deposit a security amount of 5 % of the 
contract amount, before the supply of articles as specified 
in the supply order. 


4. Violation of any rules/special condition/direction 
in supply order by the supplier will lead to rejection of 
his bid. 

5. Additional details can be had from the office of 
the undersigned during the office hours on all working 
days. All terms and conditions governing the purchase of 
stores by the Govt, of Kerala will be applicable to this 
tender also. 

6. On completion of supply as per the supply order 
invoice in triplicate drawn in favour of Deputy Director of 
Agriculture , State Biocontrol Laboratory, Mannuthy, 
Thrissur-680 651 for effecting payment. Separate bill/ 
invoice should be send for each supply order. 

7. In case of any disputes the decision of the 
Director of Agriculture, Directorate of Agricultural 
Development & Farmers’ Welfare, Thiruvananthapuram will 
be final. 

State Biocontrol Laboratory, 

Mannuthy R O., 

Thrissur-680 651. (Sd) 

Ph. 0487 2374605 Deputy Director of 

Email: sbclgov@gmail.com Agriculture. 

£J r *ejj6)S6rr3(3 njocru^o 
(i) 

mmj(3 n^)cru. 6 Tijl.cr\jl.fi 0 oS. 147 /T/J/ 2016 - 17 . 

2016 S]srr3 27 . 

(Scfcog cncuc36rr)(3c9S)j(BQj6rBl 6xuDojy§1 cuxsjoc&srS, 

ODocmcocn 6njeo®o<ft>6n3<sisoc/3 eiami, asrojrarailcralcBejcesT 
rarajoiaa^aotffi ®) 06 is> ojotmjcm rruou)cn63T3u3/<j(Tuojcn63Bu3 
oj|(TO(36mo ffl^^jcmrailcnooias^fflocQ) cru1ra3fflaj^| 6)S6nsojcft.a3 
(gDODo (Sffl&JOriJSJ (313)1 CO) cftiOJ OJ cfti(/3cSS)J g@1«53) 

c9AI6m1ii-|i6)cai033K1T)]. 

gDODo 1-<r»(.(TO>63BgJ6)S OJO(3n3dlcft> (3I3g<ft>3gn_|6rT)l<ft>(/3 

((TU6)nJCffl(3 nj0(3scrujo cftijeitojo fDa36>o_|6)S) 

1 . <ft> 206 imro«s) ajcrn (.nilojagloj (ffljcmjmorru 

rairolsieiofflltSSicsS) 

2 . 630j <ft>onj°)g cru(3qj1cru — aoj ajtSniiRsimlmjgglroS 
(G<ft>06n3(so<£bg (thtotml ajtroraS 12 aorruraroilaojgglcsS) 

3 . n3)2)(3ssa5(ru1 ^ej§63raglro3 24 asmlcso) olcni 33 !(S3. 
(TU(3gj1(rulocn cnsoirosmo — hjorSsks <n«53ca>2cmOT)ej. 

4 . moei «5)OJ6mcft.go(r»1 cOjOO^ rdja cnraSoOjjo. 

63oerao 6ia<s2)1a3cna3<Tulmjo eaaoado. 
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gxno ajregcii ol izio<3cru 5. ou6njem)rfldd)l6)ei (3raouou)oo>6n) c/96nj363i3«3, (Ujsoc&asS 

monc3 (n®6TT)o) ajanejocmaj ojffl1(?aDoail(Sc0S)6n§cmosrn. 


1 ioo eilodi cBjnJoarulol 6)aO(3ao3o2(ft>u3 

O nJ O O o 

(6mc«»oo1<i»Od£so3cft>a3) oktik3 

1, 2, 4, 8, 9, 10, 11 

2 75 KW aoloossS sscncsoocd 6)ouo 

O O 

3 oila3ecu)o n<j). mil. ( 1.5 TR cftinjocnjlgl) 

4 oonilg a®. mil. ( 1.0 TR) 


5 £1001(1)0(3 00(2x3 nO (BgOCS3)J6)S 
00 .000. 01)1. (£10 612 6)6)£J(l3, 

G (TOO oSfl 6T11, GOOD § d96) ) Cn)6)o_l(2)(3 
g(/36)o_|6)S 

6 SSoG6I110 630(B§0 (Brf)>Oil6)0$ 1 

o0. o0o. mil. 

0001)1(100 «5)Jc9)— ' 3,68,000. 

ml8>as)i3on,o — tft.jo§ (mjcfeccsjos 1 %. 

(BoOOOo Oll£J ' 700 + OJOO 4 %. 

O 

ca>2SJ8SKS3 <S(ft>0o_|1— ' 350 + 0100 4 %. 

gaiQ 2 —HT 6p&j,£bis1c90(a3 ^a3grucgejn9d6)ag 6)6)3 Q)ob1(id 
(oJoicSastromoijo (3iagcft>2goJ6iT>1<a>g2o (cej6TU(3 o_ioc3e®S2o 
6)6)001(3 (T1)6)oJ<2)(3 nJ0(3S(TU2cS3gJO 831dScfl6)o) 

85)06)S> oJOaSJOO (oJU)0 O) 6)o_|§ g oJ eft ffl STD 6313 gjffl S 

fflfflflaiofllcn (.nJfu(3®nJHD6SBgjo mlaailsn <&, 0 £icrag ail6)£i 

ai^(OTmlcQ)o<flS)eijcaigjo: 

1. 250 KVA gDa3(8(U)0(3 isoo3oi)(Sono(3ac3 

2 . i d)diic3 82.5 KVA DG 6)Ouo & ioo KVA smeooc3 

O O 

3. 6 )ffl£ig" njomra 3 -o o0£io gi£i si < 06)853 
ga 3 m)(sein 9 da 3 arujo (G< 0 >omim 6 n 5 6 ) 6 iejgjo ojcd Gojoaiilo^o 
gc/Sfflajos) ajanejocmai 

4. ojoij 6 Krug, OLoiilsseogcS, o 0 < 2)(3 < 0 > 6 rr§ 1 oiiox 3 , oo^alcuilgl 
ca>6n3(B(.soa3cu) 630 oici 3 ajtmeioofflaj. 

(3iag<0>2go_|6rrilc0>g26)s raregoj 

i. o0£jo g)£i d £(.si ss> as3 goi <ft>a 6msmgjo n^Q^oipjo 
fu^asrrolcoilejjo (m^njcailcftomoco) (o_ioic3a585)o> cniQlR5il<r!ilejjo 
(3T3)CQ>lffl1c0«)6mo. 


7 6iao6mo^<a 
oaodScSS) 

i ceili3eeiomjca)(3 
18 18 6111 ) ouosS 

6\)9 OO 

7 2 o061T)o 

fulcuilecQ)0(Bca)06n3 

& 5 a ® 1 2 3 4 * 6 IB 0 
LG 

3 2 Scientific & 

i No. Rotek 


6. 6)ojo 1(2) c«5io®ilejjgg <fl32§1<jiyc3c0fflejjcft.gjo aog63i3gjo 

raraocaijgnjsTrncOjgjsis oioluitolssS gc/36in_|sjaT)(wosrD. 

m)Oonl6)a3 cmajdiaa^cftitm 

1. aonDlmi es 80 £jloi)a< 2 > 8585 ) < 0,20 68585 ) 85 ) siaoflgalejjo 

mineiraroi g6 re o ml ol ss> 6mo. (ITI & OKD)c3aoo3 
(Sca>oonj°loa3mil oi)(3s1o£flce6)o-(B<0>fflg ecruo mejALslmilol 
6)6)£ioi)o3oi)1 G6ni0(3cu) mraSceijorocai — HT go £icSb(s1 <06)853 
(Ba6U£j<2>1a53 85)(>oja5)lca>8>ao<2) (.njcu^raroil ojsflojasoijo 

ecojocn^tmcffijo ggg rara)o3 cm^coilralcoosmo. rarai w rail6)c$ 
(88>6U<0>(/3 gggScBOo 6>o_l(B(!g>6ngS5)06n).) 63®J OK3o9d85K5)1a53, 
C3iacuail3lm (0-1011,8585)1 oloiouo ga36)o_|6)s 350 oloiouo 
cfti6mc9S)0cSffljaT)j. 

2 . a®6KTO»neijo (S(.6nic9fflfu)'D6n3 g6n30<s2)ora3 rare) oi am, a 0 as 
esoeil c9fi)0 6)o cruicffio o0(36)oj sjkstotI (.ojoamo 
oJo1nno1csc9S)6rB«5)osrD. 

CBdSOCO^roiO ffl 0 m 36 TTU)o 

1 . 6iS6ng(3 mroScOjjfrocffioc^cOS) B aoctu 6i6ieimxi3mj gsneooail 
(0l c96) 6TT) o. (dcSjfflg CtTUO ^ QJ <fli (.si mil ol ff>6)£im>a3mil 
esnjO(3ojo/csca>ag emig ^ei<£b(.s1<es)ra3 ^aScrusioJcfcseog 
mra3cft.jarKm.) 

2 . tft.j06T(3TroOT) gisro cmagaileijgg 3 uJ<^raro)ltft>c/3 (rarasaroS 
«Dl<SiW>ow 1.44 ejcMKOT5)l6)a^ 80%-ra3 c&.jo cmociTO) 
(iDia>qac8g)i33iii) n^fflcmsileijo a^ogsjraui) ailsoAfflaocBil 
oJ2(3R5K5)°lcft.alijl§j6ngoai6mo. 

3. gai acroglcmlceffljcmsjilmocD)! ai(3o0O 30(3ajoojce>a3, 

cftionjIoiiaS cro(3§1n£i1c0S)g ti3)cro1ajcc»j6)s (ScftOrylcOjoS 
m«53(Sce36rB«no6rr). 

4. 0S6rrs^ m« 53 cft)jmDC!Q)oc^cS 65 HT ®a 3 mjg(Bein 3 da 3 ffl6)3mo3lm 

(.aJC11(3(!5Tt5)lc93gJo 6)2KD)1o3 ma3orujo (DSfflT8)3 

motuaa^aocffi esoeilcoooojo gnJcft>(06m63Bgjo gsneocalffll 
c?c9S)6necmo6nD. 

6mar\L>6)o ; |§ eo6iJcft,gjo nilei cft>io§j 

6)S6n5(3 esnnoo enrol emo asoiTjo gggsesso 

6)iJCS(§>SrB85)OSTf). 

a^milcBmg enjcOj—' 1,74,000. 
mlffl8S)t3(U^o— 1 %. 

3(3<T£iom> GaDoorarailffKi^ ailei—' 400 + niog 4%. 

cft)JSj8J)G53 (BcfcOnjl-' 200 + 0100 4%. 


2. 6)6)3mo3lm (njm^(5Tt5)1(ft,«3 cft^SSI^IZlOCQJJo 0))^nJ85)lca>ffll20<I»jo 

m1(3qjtirilc0ffl6ir)o. 

3. 6)6)013^^85)1 <T06)6)oJ 2)JSce6)o ca>]S06)85) eilgl CBcS6)6TB85)j0 
r4)6)(TO)ffiileiJo (.njaam6313gJ6nS0CQ)0853 gSa385)6)(TT) nJffllnOOffl 
mSnJSl r4)SjecS6)6TB8S)2l2)06nD. 

4. CBCQJOCO^ancffiJgg 002^(36)6)0103)026)5 efflR)3emO§ 8585)1853 
MSB & DSB ci^eio aoouoijo nja1caDoail(Bc96)6ree5)06rh. 


ml6mou)mcft,c(3 

i. 3(3^eiooo2<ft>a3 aj^oj^j ca>oj02ca>c^c96)2ggl853, cftiOiolmj 
njjoasto) gtno, mOU(3, OnJOJ Oil OlOo ag)0Dl01 
<J8)6)J6)(jJS2a585)1 cfti^nail eXUDnJ^gl OJD(ffiO<£bS(3, OOoOTlOOm 
6niecQ>Ocft)6n3cB(.soo3 eioenj a6noja585)1 c^)on oileioooasimlasS 

22-7-2016 gij(S3)c86) 2 0610)1(06)2 (220110(2)1 cftl § 8585) c96) 

011(08585)1853 (3Td(2)cm(Sc06)6n§a))O6rh. 


478 













19th July 2016] 


STORES PURCHASE 


627 


2. <3c3^ejoaru2<ft>c/3 25-7-2016 g^jc®ce6)(8cran9do 3 msmltso 
raraculffls orucmlaol «nraoajjam 3 c 3 >‘>ejocrd cru 2 k 3 

(UOJCBSCBCQJO (3ianjfflJ0S C3T8oCn°left)^(iD L^®TI(TJItL)1c83gJ6)S(SCI»0 
auotTnljio^rarrolraS anjocrn c^(ale<i8oajl<flS)j(rDC3)06rD. 6)S6nec3 
cruj1<ft>(a1c9S)jar) ralcuaruo n^acmalejjo <ft>o©6rnajc®o03 
raracuail ralajcruffloajjcBjaxossTDalraS 6)8j)0§sj«5rro 
Blcucruo g^|KS)1®l6Tmro 2 a6TTflaj6)© 6)ssn§(3 cruj“l<ft>0lcs®j 
OTKWJo (313(801731(303)0 3 ffl6TT>1ceO 6)56113(3 (!J)JOc0«)jaT)«J)J 
aoc®1ffllc0«)jo. 

3 . nrilasulra) cruacsxnjffllailcBffljcsaDtAio ejelcesjem 3c3<^ejocn)jtft.a3 
cn)06)(mo®j cfcOfflSTTKuaaoejjo ojffl1cn6mlcSS)jcmOT)ei. 

4. 3(3<^ejo cruj <a>o3 22-7-2016 g cc» d76) 1 asmlojoa 
mra8tft)jcm(roo6rn. o^'iejooru culej nJsmi2iocs3)1(s§o asml 
ucs2)0(3ajD(3 cm 5 iCffl 1 (E§o i 2 ioi.(cnaffl (nnida.olceffljc&c’ffijgg;;. 
3^(iejocru culej anlal^jj ejelcssjjarxmej. 3(3<^ejocru 
(njao6rr)63T3c^ 0 ffl<&> 2 )OOo OnJCffloaS ojoslej. 

c O ^ 50 

5 . 3c8riejoaru oxru(3, cmlcm «nl, gocno oiousS ty)cmlcu 
o^^ejocruloijgg oreeoJcft&nOTlRsS ca>06m1(Bcas)6re(!j)0 6rh. 
3(8<^ej0CT0lcSCn0 6)S0o : |o cft>^o3dl QOJDnJ^jgl OJDCXJJOtfeScS, 
CTUomiaocn 6iu(8C!C!)Oca>6n3(BLSO(/3 ej06ru, ffl6TDjraro)1 a®cm 
GnjralraS oi^crajoloS Moocnjon 6103 usoiaooio 07l®«j>i.3(u^o 
cuilaoc^" (onoaogjo ' 150 culejcffljgg (8c&>®g (n)(3ces)0(3 
BJ(.3 nJ i«T> RSiroloS (,nJ3U3 BlcS) <ft>©0(3 nJCOXUJo 
g6neo<s2)l0l(Sc9S)STTec(»O6rh. 

6 . 63(800 g707o (17)0CJD CD 6313(/3c06 )]o n(j)ejO 0l1c9y 0)1 cftigjo 
rarascsoffljgg culej 63(8®o cm^smlglcnocH)! (,nj(80)^c&>o 
(B063J 6)o_| SJ (SCOT® 6TB 0)0 6137 . g)(D CCDJcft> W <66)J oJJOGffl 

ag cmosicmoaj rolc&y ®)1 <a>( 8 go hjo(3©sjj cftiCBgo 
(3racnjcu3lc9®jcmcmej. 

7. gnJffiOQ)OCOCrUOCUClD6313gJfflS (3reg(UJ<ft>«3 oJ0(17)^o 6)nJ0Q>®)) 
raloosijcmcin 63©j cuaSnUcscaiOTcS® cmajcuc/D^aoca) n®ca>(S3C0 

raragcuosrr). ejosrulaej cmajcucra^acnjcrual^ cruafflnj 
630(3 ojdc 3 07©3c8yon ajocs»cS 0 njocmjcro <ft>oejo oj col 
caajgglcisS cruaffloj cn03e<ft)6TTec!S)O6rn. 

8. 63<J0O gocncirmlac^oQrjo ojooo 31 cft)OejO(ua)l odS^ofluloS 
ca^oi^aocrel csaeuoiTjsjecOTrosngcmosm. 

9. 3^riejO(TlJ cru/lc93®1c06)JCTT)nJcfti3do 07)6)6)nJ 630(3(U)(3 ODOTScftiJcrD 

ajocQJcoa, njocajom (aoejocucjulceajgglraS ta.®oc3 cmjcOjCDjjas 
5 c/Dcmaocno acrucfti^j®1gl ocuksojo crulgjo ' 500 

culejcffljgg (ScftiOg <tuc3c 9S)0(3 2q(Boj(.0)0TC))l03 <ft>®0(3 
nJLccncujo aD«53(8cft)6iie(mo6rn. 

(8 2)©3,£] 06TC51S) 0)16TU (TU) 01 <ft> (/3 d3«) J CUl 0 J fill ffl 0 <S2) CU 
(8®6U0ijjSJRSTro1c!C!)OK53 (313015)00 3(3<iej007) 0)93l<86)9<S>6)i-ySOo. 
c0ySJ®)©3 Qj1aj©6313u3 Sg'D 63 0 n£] 1 07)1 ©3 OOl (IT) o®ejO 
(.njcu^rarrol 3lcucru63Bg1ejjo inJ(u^®i5)1 cruacrscmo) careolcrsocuj 
err)0)O6n3. cruc3d36)oc3 3c3<^ejocrulcn 6tuoa)ca)ao<i» n®ejo 

CD! CQ) a 63BgJo aJ§6313gJo 3 (3 >^ej 0 03)1 CD J o 

6ruoa>ca)ao<i»l®lc06)2o. 


No. SBCL 147/T/J/2016-17. 27th June 2016. 

The Deputy Director of Agriculture, State Biocontrol 
Laboratory, Mannuthy, Thrissur on behalf of the Governor 
of Kerala invites competitive sealed tenders separately for 
each item for the AMC of Machineries & Day to Day 
Operations and Maintenance of High Tension Electrical 
Installations for the production of Bio control agents in 
State Bio Control Laboratory, Mannuthy. 

Item No. I—AMC for Machineries (Comprehensive- 

Inclusive of Labour & Spares) 

(i) Minimum of 3 preventive maintenance services, 
once in three months 

(ii) One complete servicing during the contract 
period of 12 months from the date of execution 
of agreement. 

(iii) Attend breakdown calls within 24 hrs. No 
charges for breakdown calls (spares or labour). 

NB:—Payment in 4 equal installments, after 
successful completion of each service. 


SI. 

No. 


Items 


Quantity 

Nos. 


Remarks 


1 100 Lt.capacity Fermentors 7 
(Bioreactors) (SI. Nos. 
1,2,4,8,9,10,11) with spare 
parts 

2 75 KW Diesel Generator set 1 


3 Window AC (1.5 TR 18 

Capacity) 

4 Split AC (1.0 TR 7 

capacity) 


5 AMC for Laminar Air flow 3 
(with spare parts) 


6 AMC for Autoclave 1 

(with spare parts) 


Monarch 

make 


Kirlosker 

make 

18 Nos. Blue 
star make 

2 Nos. 
Videocon 
make & 5 Nos. 
LG make 

2 Nos. 
Scientific 
make & 1 No. 
Rotek make 

Jumpo 
autoclave 
of Alapatt 
make 


Estimated Cost—' 3,68,000. 

EMD—1% of quoted value. 

Cost of tender form—' 700 +4 % VAT. 
Additional copy— 350 + 4 % VAT. 
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Item No. II Day To Day Operations and Maintenance 
of High Tension Electrical Installations 

(Comprehensive-inclusive of labour & minor spares) 

Operation & periodical cleaning of the following 
main installations: 

(a) 1 No. 250 KVA Indoor Transformer 

(b) 1 No. 82.5 KVA DG set & 100 KVA DG set 

(c) Light panel and all electrical installations inch 
compound lights, plug points etc. 

(d) Pump sets, Refrigerators, Air Conditioners & 
Humidity Controlled Ovens etc. 

(e) Fermentors, Autoclaves, Liquid filling Machine, 
Mixing Machines etc. 

Scope of Maintenance :— 

1. Ensuring that electrical installations are always kept 
in clean, healthy working condition. 

2. Attending day to day routine complaints in prompt 
and satisfactory manner. 

3. Ensuring that no breakdown in power supply 
happens and to take necessary steps in case of 
failure. 

4. Inspecting MSB & SDB in every month under 
qualified supervisors. 

5. Checking any abnormal noise, heating etc. in the 
Substation. 

6. Maintenance includes minor additions and 
alterations. 

Staff requirement: 

1. There should be minimum one staff (holding ITI 
and Wireman competency certificate issued by 
Kerala State Electricity Licensing Board with 
sufficient experience in HT Installations- proof to 
be enclosed along with tender form) available 
during office hours, on all working days 
including holidays, if needed (approx. 350 days in 
a year). 

2. Additional staff needed for attending Breakdown 
shall be arranged by the contractor. 

Eligibility Criteria: 

1. Tenderers should have valid B class licence from 
Kerala State Electrical Inspectorate/Kerala State 
Electricity Licensing Authority. 

2. He should have successfully completed minimum 3 
works of similar magnitude with value of work not 
less than 80% of PAC (' 1.44 lakhs). 

3. Copies of work orders and completion certificate 
should be furnished to support this. 


4. Tenderer should have adequate equipments and 
staff to undertake day to day operations and 
maintenance of HT installations and connected 
machinery. 

All the connected documents have to be enclosed 
along with the tender containing the Price Bid. 

Estimated Cost—' 1,74,000. 

EMD—1% of quoted value. 

Cost of tender form—' 400 + VAT 4%. 

Additional copy—' 200 + VAT 4%. 

Terms & Conditions 

The tenders should be superscribed “AMC for 
machineries (Comprehensive-inclusive of labour & 
spares), Day to Day operations and Maintenance 
of High Tension Electrical Installations 
(Comprehensive-inclusive of labour & minor 

spares) vide item No. for State Biocontrol 

Laboratory, Mannuthy” and addressed to the 
Deputy Director of Agriculture, State Biocontrol 
Laboratory, Mannuthy, Thrissur-680 651 so as to 
reach at this office on or before 22-7-2016, 2 p. m. 

1. Tender will be opened on 25-7-2016 at 3 p. m. in 
the presence of tenderers or their authorized 
representatives who may be present at that time. If 
the tender date is declared to be a holiday the 
tenders will be received on the next working day 
up to 2 p. m. and will be opened at 3 p. m. on the 
same day. 

2. Late tenders will not be accepted. 

3. Intending tenderers may, on application to the 
undersigned, obtain tender forms up to 1 p. m. on 
22-7-2016 cash payment remittance. Cost of tender 
forms is not refundable. Tender forms are not 
transferable. 

4. The tender number and item No. should be quoted 
on the request for the tender form. Each tender 
should be accompanied by a Demand Draft drawn 
in favour of Deputy Director of Agriculture, State 
Biocontrol Laboratory, Mannuthy, payable at 
Thrissur towards the EMD mentioned against 
each item and a preliminary bond executed on 
Kerala State Stamp Paper worth ' 150. 

5. The tender rate should be quoted for a single 
unit and should be inclusive of all taxes, delivery 
and installation charges etc. 

6. The tender rate quoted should be applicable up 
to one year after bond execution. 

7. Warranty period should be clearly specified in the 
tender. 
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8. If tender is confirmed, tenderer will have to 
execute a contract bond on Kerala State Stamp 
Paper worth ' 500 and deposit a security amount 
of 5% of the contract amount, before the supply 
of articles as specified in the supply order. If any 
deviation from the above terms and conditions is 
noticed in your offer, the tender is liable to be 
rejected. Additional details can be had from the 
office of the undersigned during the office hours 
on all working days. All rules and regulations 
applicable to Government tender will be applicable 
to this tender also. 

( 2 ) 

cnoudi c^cnleml.cnjl.agjoS. 147/T/E/2016-17. 2016 ssj 6 ri 3 27. 

Gcftfflg cnni(36rnc3t06ij(S(U6ne1 c&.jnsll ocu)njy§1 cu)coo<£bS(3, 
cruocrunocn 6nje<oodft>6n38(.soo3 ei 06 ni, 260)j(5i3)1coleej<ft6) 
(313)01 08 mo CO) (3)06) IP oJOaDJCO) 8n_IOg1 (513)l(l8 <S>OJOJc9.o3 
oil(0)O6ir)o 6)nj(§>j(m(0)1aD0aiua^(2)0<r» ctuIoSooi^j 0S6n3ojdft,o3 
(fjgcno eoeuoojsjraisilai) (.ojean^.e.o <fljojoj<e.a3<fl0jgg1(58) 

<0Ud6O)1iipOdft.O33)aTO. 

gDCOo m(ni(3 i CnJ0g1(0ia)1a3 cft.ojojca.a3. 

tcft.2 gDCOo ^<9.8008 

o)au(3 raregou 

1 (.(dlogj6)ijcs3)(0) oil(3sflci3 8nJ0g1(5i3)1ci3 ca.ojojcft.a3 200 

nJO(530OJgg aJJOo cft.OJOJcft.o3 [30 X 20 6)00). 2 ) 1 . eft. 1 . 

300 80)8S (n®cft.(S3a8o 110-120 n<j)60)o/<e.1. L<S>0°-) l<S>3o. 

((TujjjeajuoGmoemoori) aOgjocruaScri) o_io<e 0 0ilks^oo3)] 

2 (.ojlagj6)iij<si)85) oj1(3sjla3 (Bojogl010)1 o3 <fl.ojoj<e.o3 200 

gggo cnlei ajjoo cft.ojojcft.a3 [30 x 20 0 ciu oil. dft> 1 . 

300 80)83 (a$cft>e0a8o 110-120 n<j)61T)o/<e.1. i(S)Oo.) (.0) 0 o . 

( 00 <e.g 1 ci 3 oo)j,j(sajDO(B2)06mo(ru aOgjocnxiScni 

nJOcftO 0il<SJ>OCl3)] 

3 udlC$J6)!iJ<S3)(0) Ol1(3S3la3 8oJ0g1(5I5)l(l3 <fljOJOJ<ft>a3 200 

2)61313) nJJOo dft.OJOJc0.a3 [30 X 20 6)00). 2)1. 300 80)83 eft. 1 . 
(n®cft>8B08o 110-120 ci£)6n)o/cft>1. ICOOo.) l(S>Oo. 

(00(S8c00OCU)(32 oildlecu) nJO.06) 6)^JCQ)0a3)] 

4 30X20 6)00). 2)1. Oiejln-pjgg 50 6)6)2)8Left.0614)1(38 400 

cft>JO(S3)0(3t3) 0oJ(Ol(l3 ga3 cft.OJOJdft.o3 (a^cft.ffi303o cft.1. tO)Oo 
175-185 n3)6rno/cft>1. iUIO o) 

a)1(a(5)L30Jj,o—cftjo| 6)nj<5)jom (5)jca>(S3)j6)s 1%. 

B(3d*ejO<Tl) QciOOO(315)l6)(lg Ollei-' 400 + OJOO 4%. 

cft>JSJ(3)(53 CcftiOiTjl-' 200 + OJOO 4%. 

0)16111001)0) eft. c/3 

3(3cieiooo)jcft>o3 2)j(.30in 2 | c&.ojojc9.d3<e0jgg1(53 dft>ojo1cnj 
rUJO(313)' 6 DO)o, 0)001(3, 8nJ0JOj1OJ0o n^OTflOJ 
cbo6)J6)it : |sj( 3I3)I ca>j,rfli1 ©cuiojygl euxoocastS, ooioooinoo) 
6iu8coocft>6n3eLSoa3 ei06nf 26rnj(5i5)1 .igjco) oileiocnxsisilraS 
22-7-2016 gij®9c96) 2 2) 60)1 cS6)J2)JOOJ003)1 cft.1 § (313)cfl6) 

oj1cd(313)1(o 3 (3iacQ><s2)ece6)6ne(3)06n). 


1. fl(3d*ejocn)jca.a3 22 - 7-2016 g^jcci)cfl6)jeaDn9do 3 260)1.96) 

(3l3Oll0S 00)00)1 nol (5) (8 0 OJJOT) 3(8<1£JOOO) 00)2)^<jj1^| 

OJ0J8S8(OO (313OJ0J0S (313o0)1 eft.J,(3) (.nJ(5)1O)1ujlca.gJ6)SeCQ)0 
oo)oom1anj,(3i3)1(53 anjoern rU0l8C0O(jo1<00jco)(5)O6O). 0S6ri3(3 
Cn)l1c&.0lc00JCO) 3loiOO)o ci®0(5)8ft>1eijo .0.0(8 610)01080(33 
(313010)1 OlojCO)2OOJJcft>(OO06O)8a>l(53 0(5)O§SJ(515) ln-imi«515)1 
BlOJOUo g (3)1 ffll 61315)' 2 2)60)1 OJ6)(8 0S6O3(3 

0O)llcft>(8lcS6)J(n)(3)Jo (313(5 00) BlOJOUo 3 2)60)1.06) 0S6O3(3 
(3)JOc06)JOT)(5)J2)O(S3)1olc96)Jo. 

2. 0)1aajl(5) CrU2COnJ0lci)1c00J8ODn3do eielcftOJCO) B(3d>ejOCn)Jc9ja3 
(S3)06)(5)0(8J cft>0(86n)OJO80ejJo nJ0la)6O)1<90JCO)(5)ej. 

3. fl(3(^eiO 0O)J cft.a3 22-7 -2016 gsJCSXcfte) 1 2) 60)1 OJ 6) (0 

00(38 dft, J (O) (3)0 60). 3(3diejOOO) Ollei rd 60) 2) 0 00)1 (5 § 0 
2)61T>1(S(S3)0(3aD(3 (313)(Ol8§0 20(0)82 0O)l1cft.(8lc96)J*,CQ)JggJ. 
3(3dieiooo) oilei kdIoI^j eiel <90j an (3) ei. 3^<^eiooo) 
(cU2)060)633(l3 00dft>2OOo 0n_KS»OCl3 rcJOSlei. 

O 13 6 U 

4. 3^<^eiooo) cnoru(3, <3)1 qq)( 3)1, goano, mooj(3 a^onoloi 

3(3<^ei0(O)l00Jgg (313 (5 nJ Add <0)1(53 eft. 0 60)1 (5.06) 60S (3) 0 60) . 
3(3 a ei0 00)1 8COO0SOa_|o cft>Ja3d1 OCUloJ^Jgl (U)CO 0 eft s(3, 
ODoOniOOO) 61118 CO 0.9.61)3 8 (S0o3 ei061)l, 2)60)J(3I3)1 n^)(0) 
(BnJffllraS (3)J08JOl(53 2)000 OJJCO) 630J 08(5)2)0(00 

od 1©(5)(poijj(515)16)at] ai)l 2 )oa^ (ononfigjo ' 150 oileicojgg 

8cft.0g <T\)(3.00O(3 2)JL3oJ (.(5) (313)1(38 (.oJ0 JO 2)1 eft. .0.00(3 
nJ(.(5)OJJo g6030(S2)lo1(S«6)603(5)060). 

5. 630(5(80 gDCOo (0)0(1) OD 6313 o3c06) Jo a(j)ejO COl cft>J (5)1 dftigjo 

(313S .06) 2)Jgg Ollei 630(500 (OJ6D)l Ol COOOffll (.o-KS(5)J,cft.o 
806U 0o_| SJ 8(515) 603 (5)0 60) . gD r 0 (5) J eft. Cffi c96) J oJ J O (5 ® 
210 (Q) 0 6) (3) 0 O J 0)1 A J (5)1 A (5 go ilO(3s@SJ cft>(SgO 

(313 CO J OJ 3l *6) J (O) (5) ei. 

o o g\) 

6 . goJ(SCS3)Oa)(Tl)OU)a)63ragJ6)S (313gOJJAiC^ oJOCru^o 6)iUCsi)(5)1 

Olc06)JCO)(5) 31-3 - 2017 016)0 (313)0108^203)) a$dft,(BBU3 

(313gOJ06O). ei06iul6)ei (313)01 OBJ, 2 0)J 03) OlJ m)6)6)nJ 
630(3 cU)<3 0)(33a,J(O) 2JOCffic96) oJOSDJCO) *,001001(1)1 
c06)Jgg1(53 (0)06)oJ 00(538.9.603(5)060). 

7. LoJIClf' 0iU(§>O(315) CruOOQllC^ 8oJ0g1(315)1d3 cft.OJ(3 0S6O3O1 
(Sa)O0SOo_|o gggS.000 0il8(§)6O3(5)O6O). 

8. 3(3(^eiocri) cn)jldft>©l.e0jco)nj<ftUdo cruoooj 630^(ux3 a)(53ca>j(0) 

o 6 V) o 

2JO(S))^6) oJOCSDJCO) cft.OejOOJU)1a0Jgg1(53 cft>00(3 (5)Jcfti(r!)J0S 
5 08 (5) 2 0 00 o 0 (O) eft. ( ) Ol Ol 0(U)8o_|O CO)10Jo ' 500 

d 6 o aJ O o 

OlleiSSJgg GcftjOg (n)(3a0O^ 2J(.3nJ(.«5)®irol«53 .0300(3 
oJL«5)OJJo 00(388.9.603(3)060). 

82(33nJ061315) (nl6nj(rU)a)c9.C^c00 Oil0JBD20(0)01 8O6U0a_jSJ 
(515)1(00(38 (313(513)00 B(3<^ei0(0) (5)gg1^0gCO0o_|SOo. cft.JSJ(3)(58 
Oil OJ 0 6313 U3 63 0 nO 1 (0)1 (33 (Ol CO) L^-l OJ l, (315)1 

Bl 01(0) 6313 glei Jo (0)2(0(513) (31301 <00 OJJ CO) (3)0 60) . 

m)(3dft0O(3 B(3<^eiocn)1aoj 6moci). 0 . 20(0 ngjeio oo1co263i3gjo 
^J§6313gJo ^(D B(3(^ejOCO)1a)Jo 6TnOCDdft>2OCOl0lc00Jo. 
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No. SBCL 147/T/E/2016-17. 27th June 2016. 

The Deputy Director of Agriculture, State Biocontrol 
Laboratory, Mannuthy, Thrissur for and on behalf of the 
Governor of Kerala invites competitive sealed tenders 
separately for each item for supply the Printed Polythene 
Covers for the production of biocontrol agents in State 
Biocontrol Laboratory, Mannuthy, Thrissur. 

Item No. I Polythene covers 

SI. j Approximate 

No. quantity 

1 Printed polythene covers from virgin 200 Kg. 
polythene, milky white colour, outer 
covers of size 30x 20 cm of 300 gauge 
(approx. 110-120 Nos per Kg.) for packing 
Pseudomonas fluorescens. 

2 Printed polythene covers from virgin 200 Kg. 
polythene, light blue colour, outer covers 

of size 30x20 cm of 300 gauge (approx. 

110-120 Nos. per Kg.) for packing Chitin 
Pseudomonas fluorescens 

3 Printed polythene covers from virgin 200 Kg. 
polythene, Yellow colour, outer covers 

of size 30 x 20 cm of 300 gauge (approx. 

110-120 Nos. per Kg.) for packing 
Trichoderma viride 

4 Plain inner cover of same size 30x20cm 400 Kg. 
not less than 50 microns for packing 
(approx. 175-185 Nos. per Kg.) 

EMD—1% of quoted value. 

Cost of tender form—' 400 + VAT 4 %. 

Additional copy—' 200 + VAT 4 % . 

Terms & Conditions 

The tenders should be superscribed as “Tender 
for the Supply of Polythene Covers for State 
Bio control Laboratory, Mannuthy” and addressed 
to the Deputy Director of Agriculture, State 
Bio Control Laboratory, Mannuthy, Thrissur-680 651 
so as to reach at this office on or before 
22-7-2016, 2 p. m. 

1. Tender will be opened on 22-7-2016 at 3 p. m. in 
the presence of tenderers or their authorized 
representatives who may be present at that time. If 
the tender date is declared to be a holiday the 
tenderes will be received on the next working day 
up to 2 p. m. and will be opened at 3 p. m. on the 
same day. 

2. Late tenders will not be accepted. 

3. Intending tenderers may, on application to the 
undersigned, obtain tender forms up to 1 p. m. on 
22-7-2016 cash payment or M. O. Cost of tender 
form is not refundable. Tender forms are not 
transferable. 


4. The tender Number and item No. should be quoted 
on the request for the tender form. Each tender 
should be accompanied by a Demand Draft drawn 
in favour of Deputy Director of Agriculture, State 
Biocontrol Laboratory, Mannuthy, payable at 
Thrissur towards the EMD mentioned against 
each item and a preliminary bond executed on 
Kerala State Stamp Paper worth ' 150. 

5. Tender rate should be quoted for a single unit 
and should be inclusive of all taxes, delivery etc. 

6. The tender rate quoted should be applicable 
up to 31-3-2017. 

7. Sample of a cover without printing should be 
given along with the tender. 

8. If tender is confirmed, tenderer will have to 
execute a contract bond on Kerala State Stamp 
Paper worth ' 500, and deposit a security amount 
of 5% of the contract amount, before the supply 
of articles as specified in the supply order. If any 
deviation from the above terms and conditions is 
noticed in your offer, the tender is liable to be 
rejected. Additional details can be had from the 
office of the undersigned during the office hours 
on all working days. All rules and regulations 
applicable to Government tender will be applicable 
to this tender also. 

(3) 

enema! a0(nl6m1.cri)l.o{j)(58. 147 / 16 /FI. 

2016 SJ6n3 27. 

(8<ft>fflg Cnajc36TT)(3c9S)J(B(U6ng1 6)<U)ojy§l CUXmOcOisciS, 

cmocmnocn 6me<mo<ft>6n3<iisoc/3 ei 06 nj, asrojraisfltmlcBejces) 
(313)01 CO 1120OQ) nJOCrulcft dOO nil c&>(/5 (250 ffll&fl.) (Ill(3) ffl6TT)o 

e) 6\) OO o oil ' ffo ' 

O£d<3>jcm(3)1cnoojua^i2)0(m crol(536>oin| fflssneojtft.a3 (gicno 
Qffl6U6)oJS2(3T3)1cm (nl(S(5>^caiO cfoQlO^ AuScBG] 991(53) 
6)<ft>039icm). 

sdcoo oncmciJ—FI <iJ3cnjlc9i <a>jnjlc9>c/3 

6 DCD 0 o^cQdCSBC/D 

C5Td630J 

njocnjlcEb G6nio§l®S HDPE 250 ml. eil. croc<a >2 40,000 
c&peiT-psjca^slaMj). 6xuc3ssla3 nJomjlcesilroS cbltSmalnp, n®6TT)o 

c9>J06T5T5) (5 >Jc96)o 30-35 tCnOo/Q6T110§1«58, 6)nl0o96)o 

16-18 6iau ml., oi^orruo 5-6 6xm. ml., oiocm oi^ocruo 
2-3 6) cm. ml., ta.tf>j«5trol6ici3 cnlgo 1.5-2.5 6icro. ml., 
cmjraiora^aejocoT® 6)oigge6njo§1eijo nj^jojjoo 
cm >(.<®>2 ggglraS 6ioigg ca^oenjosj 

(B^slcm®). 63<SO a®6m(3T5)leiJgg 200-250 (B6THO§1k53 
(3T3S6313JCm 03)1(53 ffluJCmCD) nJOcmcOOOJtfeglraS 

011(5X360)0 6 )sJCg> 6 n)o. 
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mlfflcroiBcuio— <ft>jo§ Onjcgjcm ®i]cft>M]6)s i%. 

(Banooo nflej—' 700 + oiob 4%. 

O 

<fe]S]R51®3 GoBjOnjlceS)-' 350 + (UOO 4%. 

ml6tu(TU)mca.a3 

1. BsS^ejoarujcfcaS 2i](/3<Uij <s>oiO]cft>«3o9«>]gg1<33, ca>aio1ar>] 
njjoRsrn)' gocno, mandi, Gnj®] ail qj®o o^anDlcu 
CBfflsufflijjsjraKnn <&>i,nin 6)cu)n_u,]§1 ajDMOc&sdi, (ruocnioom 
6TlKBM3<ft>Sn3(!(SOC/3 &J06T1L l26TT)J«5Tm1 a^OD ail£10(TU<3T3)lK58 
19-7-2016 giJMd3Sl 2 2)6TT>1c96)] 21] Oil 0(33)1 cft>1 § (3131 d36) 

ailuirarailoiS mreMMGcKisneraiosrr). 

2 . <3c8rieiocTU2<ft>a3 19 - 7-2016 g^jMoWijcsaOniio 3 2 ) 6 m 1 <eo 
rareaflffls mxrnlanl rai®oaijam odSoeiocru oru 2k 3ryl 
cufflj6)se<s2)0 {maaiojffls raraocol^tro u^® 1 cblujl<ft>g]S)S(SM 0 
oiioanDlraD^ciTmlasS raijocm ru®1e<0om1c0©](rn(ai36rr>. 6iS6nec3 
cnjj1<ft,(a1c9S)j(TT) eltucruo cyj}6)«5i8a>l£j]o <a>30 6rnaK0ora3 
rareaimlBlaicrMomjAMOfflimmlraS 6)cmo§sjRsrs) (.nJO^rarofl 
dlaimio g^ra)1ffll6iOT0i 2 2)6TTnaj6ira 6)S6 tt§( 3 cruilcSjOltefflj 
oro«5i]o raidecmralaKTUo 3 2)6rn1ces> 6)S6ne(3 oijocesijom®)] 
2)0Ml®1d36)]o. 

3 . entail®) cru2i<s2)nja1a)lc9S)jcsa8n3do ejelcKijcm 3(3<ieio<TU]cft>(/3 
M06i®>0®] cOjoasiTKUuaoejjo ojffllcosrrilcssijcmraiei. 

4. o( 3 <^eio cruj ca>a 3 19-7-2016 g aj a» <effl 1 2)6rn1ai6i® 
mraScftij cm ®io 6 TD . 3 ( 3 <ieiocni tulei oJ 6 rn ao m 1 cb§o 
a6m1(sc®o^cu)(3 (3ra)<s3)1e§o caoccnGca cruilcaiffllcasucfeqsiaai. 
BcJoeiocru nilei ®> 1 ® 1 T] eiel <es>] cm ®> m. 3 ( 3 <ieiocni 
(_nJ2)06m6313(/5 6)6)c9>2)00o 6)nJMOo3 nJOSlej. 

5 . 3(3d£iocni cnandi, ®>1 m toil, gicno, cncnidi n^cmlcu 

o^oejocrolmjgg oraGoJc&aicoil®3 tft. 06 mlGcas) 6 re(!j )0 6m. 
B(3<^ocnilecno67SO<T_|o agnail sicuinj^gp cuiMoaisdS, 
cruocmriom 6nieM0ca>6n3(SLS0o3 ej36nj, aismjrorml n®cm 
GnjalraS ®)i,c®]®1®3 2100001 ] cm a®] c/d®> 2 iO(Oo 

cnlfflraiLOOj^roinilfflc^ ajLfl2)oa§“ (.cuiOangjo ' 150 aflej 
miss e<ft>®g cnx3c9sio(3 2)](r3nJLOT>raroilra3 tnJouo 2 )l<ft> <a®0(3 
aJtoxujo g6neo<nila1csc9S)6n§«5io6m. 

6 . aoefflo gocno cniou)<n63T3o3c96i]o nfjejo <n1<ft>]®>1c&.g]o 

(3Tds<esi2i]gg oilej aefflo M]6rnlglmodel LnJerai^cfto 

G®6uffl<jjs]G«5m6n5cmo6rh. ears ®)]<ft>M<e®] nj]oe2i 210 

cnio6icm 0 ®] chl<ft)](m1c&>ego nJO(3e®3]ca>cBgo cmacnjojalces)] 

cmtmej. 

6\) 

7 . gnjeMococniouim63i3g]ffls (3regoj]ca>o3 ojocru^o fflnJMtml 
fflltssijcmcm 31 - 3-2017 can® mrajOjas^OM n$ca><i3C0 

(3TdgOJ06TT) . ej06Tll1fflei (310)01 C0], 21 mj <TU ®1^ Cni6)6)nJ 

ao(3cuic3 cnraScftijcm ajo® a® n_io Mjcm a>oeiooi obi 
a®]gg1®3 <TU6)6iaj cnra3ea>6n3(mo6m. 

8. 3^<Teiocnj cmflc03®1c9®jcmnJdMdo mi®®<Tj ao(3cux3 cn®3a>]am 

2i]OMc9S), nJOMjcm aioej3<ij(jLfla®]gg1ra8 cft)®0(3 ®>]a>M]®s 
5 c/8cm2)0(no acnitfti])] ®1o1 ® cuics raj o cnilgjo ' 500 

ojleiMjgg <sa>®g cni(3c0®o(3 2)](BnJira>®TO>lra3 a>®oc3 
nJLcmoijo m«53ecft)6ne{mosm. 


GBKOSnJ 06T3im ml 6T11 CTU) m <ft>o3 c0fi) Oil ®] (ID 210 M Ol 
GosuftiTjsjraimlMOKsS rararaimoo (3^<^eiocru cmgg1ca>gM®n_|S0o. 
c&>]S]cmra3 oJ1oi®63T3o 3 aoaolcrulraSmlcm o®eio (n-if^rarml 
3lojCTO63Bglei]o (.nJOJ],R5im1 (TU2lM(3Tai (3TSOlMOOJ]Cm(m0 6m. 
cni(3<es)0(3 Q(3<^eiocni1m] 6 tiiocdc932iom ng)eio mlM2i63Bg]o 
aj§63i3gjo 3(3<^eiocnjlm]o snjocjUc9)2!OMlffl1te«)]o. 

No. SBCL 147/16/FI. 27th June 2016. 

The Deputy Director of Agriculture, State Biocontrol 
Laboratory, Mannuthy, Thrissur on behalf of the Governor 
of Kerala invites competitive tenders from competent 
dealers/supplier/ distributer for the supply of Plastic 
Bottle 250ml (packing materials), for the production of 
biocontrol agents in State Biocontrol Laboratory, 
Mannuthy. 

EMD—1% of PAC. 

PAC—' 3,60,000. 

Cost of tender form—' 700+VAT 4% ' 28. 

Total—' 728 

Document sale start date —28-6-2016, 11 a. m. 

Last date & time of receipt of tender—19-7-2016, 
2 p. m. 

Date and time of opening of tender—19-7-2016, 3 p.m. 

Date up to which the rates are to remain firm for 
acceptance—31-3-2017. 

Security deposit— 5% of total contract amount (on 
acceptance of tender). 

Period of supply— within 30 days of receipt of 
supply order. 

Special Conditions 

T Approximate 

£m quantity 

Plastic Bottles — HDPE, 250 ml with screw 40000 
cap, made from virgin plastic, minimum 
weight 30-35 gm/bottle. Total bottle height 
16-18cm, diameter 5-6 cm., mouth diameter 
2-3 cm., neck length 1.5-2.5 cm., white 
non transparent bottles and green outer 
screw caps and inner cap 

To be supplied in uniform packet size of 
250 bottles per sealed packet. 

Sample Bottle should be submitted directly to this 

office before the last date of receipt of tender. 

Destination of supply 

Store room of State Biocontrol Laboratory, 

Mannuthy, Thrissur. 

Terms & Conditions 

The tenders should be superscribed “Supply of 
plastic bottles for State Biocontrol Laboratory, 
Mannuthy” and addressed to the Deputy Director of 
Agriculture, State Biocontrol Laboratory, Mannuthy, 
Thrissur-680 651 so as to reach at this office on or before 
19-7-2016, 2 p. m. 
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e-Tender document and other details can be obtained 


1. Tenders will be opened on 19-7-2016 at 3 p. m. in 
the presence of tenderers or their authorized 
representatives who are present at the prescribed 
time of opening. If the date fixed for opening 
happens to be a holiday the tenders will be 
received on the next working day up to 2 p. m. 
and will be opened at 3 p. m. on the same day. 

2. Late tenders will not be accepted. 

3. Intending tenderers may, on application to the 
undersigned, obtain tender forms up to 2 p. m. on 
19-7-2016 on cash payment. Cost of tender forms 
is not refundable. Tender forms are not 
transferable. 

4. The Tender Number and Item No. should be 
quoted on the request for the tender form. Each 
tender should be accompanied by a Demand Draft 
in favour of the Deputy Director of Agriculture, 
State Bio-control Laboratory, Mannuthy, payable at 
Thrissur towards the EMD mentioned and a 
preliminary bond executed on Kerala State Stamp 
Paper worth ' 150. 

5. The tender rate quoted should be applicable 
upto one year after bond execution. 

6. If tender is confirmed. Tenderer will have to 
execute a contract bond on Kerala State Stamp 
Paper worth ' 500 and deposit a security amount 
of 5% of the contract amount, before the supply 
of articles as specified in the supply order. 
Violation of any terms and conditions in supply 
order by the supplier will lead to rejection of his 
bid. Additional details can be had from the office 
of the undersigned during the office hours on all 
working days. All terms and conditions governing 
the purchase of stores by the Govt, of Kerala will 
be applicable to this tender also. 

State Bio-control Laboratory, 

Mannuthy P. O., Thrissur-680 651. (Sd.) 

Ph: 0487 2374605 Deputy Director of 

Email: sbclgov@gmail.com Agriculture. 


Fire and Rescue Services Department 

e-TENDER NOTICE 

No. Ml-7491/2016. 20th June 2016. 

e-Tenders in two cover system are invited from 
competent dealers for the purchase of 35 Nos. of Mini 
Water Tenders (Water Mist) as per the Technical 
Specifications drawn by this department. The 
tender is to be submitted as e-tenders through 
https://etenders.kerala.gov.in. Since this is an e-tender, 
only those bidders having enrolment in the above portal 
with their own Digital Signature Certificate (DSC) can 
participate in the tender. 


from the above e-portal. 

The tender has two parts, 

1. Technical bid. 

2. Financial bid (BOQ). 

Tender No. with PAC—KFRS/e-tender/No. 02/2016-17, 
' 787.5 Lakh. 

EMD—1% of PAC in online payment. 

Cost of e-Tender (online submission)—' 25,000 + 
VAT @ 5%. 

Date and time of floating tender—21-6-2016, 4 p. m. 

Date and time of pre bid meeting—30-6-2016, 11 a. m. 

Last date and time of receipt of e-tender— 
19-7-2016, 4 p. m. 

Date of Technical Bid opening—23-7-2016, 
11a. m. 

Date of Financial Bid opening—26-7-2016, 
11a. m. 

Date upto which the rates are to remain firm for 
acceptance—30-6-2017. 

Security Deposit—5% of total contract amount 
inclusive of EMD to be furnished as online payment. 

Period of supply—Within 45 days of receipt of 
chassis. 

Address of the officer from whom e-tender forms are 
to be obtained and to whom tenders are to be sent— 
Director General, Kerala Fire and Rescue Services, Fire 
Force Junction Thiruvananthapuram-695 001. 

The bidder desiring to take part in the bid shall log 
into https://etenders.kerala.gov.in and then select tender 
and initiate payment. Bidders will be directed to the 
payment gateway page of the State Bank of Travancore. 
There are two options—State Bank of Travancore SBT 
Net Banking payment, payment through NEFT from other 
banks to the payment gateway of SBT. 

For obtaining Digital Signature Certificate (DSC) and 
necessary portal enrolment bidders can visit the website 
https://etenders.kerala.gov.in. 

Tenders will be opened online in the presence of 
such tenderers or their authorized representatives who 
have logged in at the prescribed time of opening 
technical & financial bids. If the date fixed for opening 
happens to be a holiday/due to net failure the tenders will 
be opened in the next working day, at the same time. 

The tenderer, or his representative, shall be 
physically present at the Fire and Rescue Services 
Headquarters on the date prescribed with necessary 
documents and presentations on all the technical aspects 
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of the fabrication and accessories, as they have to give 
presentations on the next office working day of tender 
opening i.e. on 25-7-2016. 

The price of the e-tender form shall be received only 
through online payment SBT/SBT NEFT. 

The cost should be quoted in Indian currency only. 

The tender has two covers: 

• Technical cover 

• Financial cover 

The first cover ie. the technical cover shall be 
uploaded with the following document. 

1. Scanned copy of technical specifications 
compliance statement of the product intended 
to supply. 

The bidder should prepare the specification 
compliance statement in the following proforma and 
upload it duly signed. The specification compliance 
statement should contain all the details in the 
Departmental technical specifications and the compliance 
to the same to be properly marked and deviation, if any, 
shall be marked in the compliance statement. 


Specification Compliance Statement for Emergency 
Rescue Tender (Water Mist) 


SI. Detail of 

No. Departmental 
Technical 
Specification 

Detail of the 
product 
offered 

Deviation from 
Departmental 
Technical 
Specification, 
if any 



2. Scanned copy of the agreement in the 
prescribed format in Kerala Stamp Paper worth 
' 200 . 


3. Brochure of the product intended to supply. 

4. Work experience certificate or other relevant 
details. 

5. Scanned copies of the declaration by the bidder 
on Kerala Stamp Paper worth ' 200 to the 
effect that no Vigilance Case has been charge 
sheeted and pending trial at Court against 
him/his partner/s or any of his directors in 
connection with fabrication/supply of similar 
product made earlier to this Department. 

I, .(Name, Address, firm), do hereby 

declare that no Vigilance Case have been charge 
sheeted and pending trial at Court against me, any 
of my partner/s or any of my directors, in connection 
with fabrication/supply of similar product made earlier 
to Kerala Fire and Rescue Services Department/ 
Government of Kerala and none of us or our firm is 
blacklisted by any Government agencies/PSUs in 
Kerala. 


Pre bid meeting 

A pre bid meeting will be held at Fire and Rescue 
Services Headquarters, Thiruvananthapuram on the date 
and time as mentioned above. Bidders can participate in 
the pre bid meeting and clarify their doubts, if any. They 
can clarify their doubts by sending, an e-mail to 
hq.frs@kerala.gov.in and by contacting Station Officer 
(Motor Transport). Fire and Rescue Services 
Headquarters in phone number-09497920103 

Tender Opening and evaluation 

(a) Soon after the opening of the tender, the 
tenderers are requested to come to the Fire and Rescue 
Services Headquarters with documents and presentations 
on all the technical aspects of the fabrication and 
accessories for the full understanding of the Head Office 
Purchase Committee (Technical), on the date specified. 

(b) There will not be any further communications 
about the opening of the technical and financial bids 
separately. Soon on opening the technical bid of 
e-tenders, the committee constituted to evaluate the 
technical aspects of the vehicle fabrication will meet and 
scrutinize the technical specification of fabrication 
submitted with the e-tender. 

(c) During evaluation, the tenders will be first 
evaluated for the compliance of Departmental Technical 
Specification. Only those tenders which comply the 
Departmental Technical Specifications will be considered 
for weightage and subsequent financial evaluation. 

(d) The financial bid belonging to those dealers/ 
suppliers who qualified in the technical bid of the 
equipment as required above by Kerala Fire & Rescue 
Services Department alone will be considered. 

(e) On finalization of technical evaluation, the second 
cover i.e. the financial bid of the concerned competent 
firm will be opened by the Head Office Committee 
(Finance) for consideration. 

The bidder should upload the supporting documents 
for the above along with the Technical cover. 

(f) The originals of Technical specification 
compliance statement of the product. Agreement in stamp 
paper worth ' 200, the declaration on Kerala Stamp Paper 
worth 200 and the item intended to supply shall be 
produced before the undersigned soon after the Financial 
Bid opening. 

(g) After opening the financial bid, financial 
evaluation is made only after consultation with the DPC 
and the decision of the DPC shall be final and will be 
uploaded in the financial evaluation field of the e-tender 
site whether the tender is financially admitted or not and 
thereafter the awarding of the contract. 
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Specification/Details of the Unit 


(h) The right of acceptance or rejection of e-tender or 
cancelling the tender without assigning any reason, at 
any stage of tendering, is solemnly vested with the 
Director General, Kerala Fire and Rescue Services or a 
committee appointed by him. 

The rules and regulations prescribed for e-tenders by 
the Government of Kerala shall be applicable to this 
e-tender also. If any tenderer wants any clarification on 
any aspect of the tender, he/she can send email to 
dt.frs@kerala.gov.in or Fax to 0471-2337422. 

Details with respect to the e-tender and the 
details of specifications of the item to be purchase 
can be obtained from the e-tender website 
https/etenders.kerala.gov. in 

Any legal disputes that may arise in relation to the 
e-tender formalities will be restricted to the jurisdiction of 
Thiruvananthapuram District Court. 

DETAILED SPECIFICATION 

General Requirements 

1.1 Chassis-TATA XENON 4X2 double Cabin Pickup 

1.2 The chassis will he purchased and supplied by the 
department 

1.3 The overall weight of the fabricated vehicle with 
water, Foam Compound and equipments should be 
less by 250 kg of the rated GVW of the chassis. 

2 The vehicle shall be suitable for Firefighting as well 
as Rescue operations and capable of being deployed 
in narrow lanes in urban and rural areas as well as 
bandobust duties of VIPs. 

3 Description: 


The vehicle shall comprise of the following components: 


SI. Items 

No. 

Quantity Remarks 

3.1 Water Mist System 

1 No. 

3.2 E-Draulic Combi Tool 

1 No. 

3.3 Portable L.E.D Light Mast 

1 No. 

3.4 Fire Extinguisher C02 - 

1 No. Should comply 

4.5 Kg. 

with relevant 


Indian standards 

3.5 Fire Extinguisher A.B.C. 

1 No. Should comply 

Type 6 Kg. 

with relevant 


Indian standards 


3.1 Water Mist Fire Fighting System 


The water mist fire fighting system shall have a filling 
volume of 400 litres of water and 50 litres of Foam. (Total 
450 ltrs. maximum). It should be designed to be mounted on 
most standard pickups and other small vehicles. It should 
have minimizing the water and other collateral damage in 
comparison to conventional water tender. The unit design 
shall incorporate foam induction system which provides 
variable foam dosing and suction of water from an external 
source for direct fire fighting or filling of the tank. 


Weight of empty unit. 150 kgs. (Max.) 

Max. Measurements of the 

As compact as 

unit (in mm).possible 

Usable water capacity. 400 ltrs. 

Usable foam capacity.50 ltrs. 

No. of deliveries.lor 2-Nos. 


(If the system is provided with 1 delivery, it shall be 
capable of discharging both foam and water mist.) 

Main Extinguishing Gun 

The gun shall be provided with a suitable stainless steel 
filter. The design of gun shall be such that there is no 
appreciable re-coil pressure. If the system is provided with 
double delivery, the second delivery shall have an attachment 
for discharging foam with suitable aeration facility. The gun 
should have a handle, should be provided with facility to 
adjust the flow rate, high pressure ball valve with locking 
lever to select the type of jet. 

The main extinguishing gun shall be capable of 
producing following spray patterns. 

(a) Very fine water fog 

(b) Combination of very fine water fog (for 
protecting the operator from heat exposure) and 
broad centre jet of fog. 

(c) Combination of very fine water fog and narrow 
central jet of fog. 

(d) Central jet of fog. 


(e) Full jet. 

Flowrate. 7-20 lts/min. 

Weight of extinguisher gun. 2 kgs Max. 

Gun Dimensions.As compact 

as possible 

Working pressure on the nozzle.100 to 120 bars 

(with Nominal 
reaction) 

Throw.Jet - not less 


than 14mts. 
(+/-10%) 

Spray: not 
less than 6m 
(+/-10%) 

Hosereel. 90mts(std) 

on manual 
drum 

The water mist micro nozzle used in the gun should be 
tested for conductivity up to minimum 30 KV and certificate 
for the same needs to be provided. 
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Main Pump 

The pump should be capable of suction of water from 
tank or open source and to maintain adequate discharge rate 
and pressure for operation of nozzle at optimum efficiency. 


Max. pressure.should not be less than 120 Bars. 

Flow Rate.20-25 LPM. 

Engine 


Preferably Honda/Vanguard/Briggs & Stratton or any 
other reputed make. 

The prime mover for pump shall be 4-stroke petrol driven 
engine and shall have compatible electrical and lubrication 
system. The engine should preferably start on 12 V battery, 
for which adequate charger shall also be provided. Suitable 
system shall be provided on the body of engine/panel for 
indicating fuel level, battery and temperature. 

Power of the engine.Not less than 15 BHP 

Fuel.Unleaded Petrol 

Starter.Electric starter and 

Pull cord over-ride 

Fuel Level Indicator.Mechanical 

Foam Induction 

A suitable means shall be provided for induction of foam 
from tank so that proportion for single or double delivery 
remains constant and foam quality is maintained. 

Size of foam tank.501ts (Min). 

Max. induction.6% (adjustable). 

Accessories 

Foam Compound (50 ltrs. filled in the foam tank and 50 
ltrs. spare)Tool kit comprising of 1 No. adjustable spanner 
12"- 1 No., Plier-1, Set of double end spanners - 1, Screw 
driver set - 1 and other special tools as per the requirement of 
the unit. 

Design and Development 

Equipment details:—The Water Mist Fighting System 
will be a self driven fire fighting unit operated with inbuilt 
petrol engine coupled to a pump and attached with a reducer 
and hose pipes, mist/foam generating guns. 

The water mist system shall be capable of carrying 400 
litres of water and foam tank of 50 litre made of GRP in suitable 
shape to keep the gravity centre of the vehicle as low as 
possible. For foam compound a separate system to pump and 
mix the required ratio, which can be discharged. 

The discharge gun shall be of light weight stainless steel 
nozzle capable of producing water mist with the ability to 
control the discharge in short burst and long shots. 

The size of mist particle shall be in the range of 10 to 100 
microns. (Valid proof for the same should be attached.) 


A suitable pressure reducer with a safety valve, capable 
of reducing to a low pressure not more than 150 bars and 
jerk free working pressure shall be incorporated. The main 
vessel shall be corrosion free. 

The foam required shall be aqueous film forming foam 
(AFFF). 

The unit shall have adequate provisions for safety of 
the system. 

Safety Devices 

The following safety device shall form part of equipment: 

(i) The system shall be provided with pressure safety 
valve. 

(ii) The system will have proper heat and exhaust outlet 
for the engine without causing any interference to the operator 
while operating the unit (exhaust pipe must be extended 
outside the fabricated body). 

(iii) Any other safety device which is felt necessary to 
be a part of the equipment. 

Main Water Tank 

The water tank of the Water Mist System shall be made 
of GRP for giving a corrosion free life and making system 
light weight, having useable water storage capacity of 
450 ltrs (400 for water and 50 ltrs. capacity for foam). The tank 
should be properly baffled into segments to reduce water 
surge. The thickness of the water tank should be minimum 
5mm. A man hole of (f) 330 mm with overflow pipe and an 
optical water level indicator should be part of the tank. The 
refilling inlet unit of both water tank and foam tank should 
have minimum 63 mm (|) with threaded cap and shall be 
arranged in such a way that, both the tank are easily refillable. 
The mounting of the Tank should be in such a way that, it 
should maintain optimum stability of the vehicle on loaded 
condition. 

Hoses 

The hoses provided in the system shall be high 
quality and shall be capable of holding the temp. 
ranges-20° to + 55°C. The material specification, working 
pressure, test pressure and cracking pressure should be 
indicated for each type of hose. The minimum length of each 
hose should be 90 M. The seals and O-rings used in the 
system should be of synthetic material like Nitrile rubber or 
equivalent. 

Test of acceptance offire fighting system: 

Physical dimensions, performance and weight check of 
equipment as given under different items shall form part of 
test of acceptance. 

3.2 E-Draulie Combi Tool 

• The combi tool should be double acting 
battery operated of light weight construction 
made of anti corrosive high strength material. 
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• The combi tool shall be capable of cutting of 
various sections such as solid round bar, hallow 
round bar, flat section, square tube, rectangular 
tube etc. and also for spreading. It would also 
cut the door pillars of new generation cars. 

• The blades shall be of shock resistant, 
non-corroding alloy steel, hardened and ground, 
and shall be exchangeable and regrindable. 

The combi tool should have following specifications: 


Spreading Distance 
Spreading force 
Cutting force 
Pulling width 
Weight 
NFPA Class 


Not less than 450 mm 
Not less than 1300 KN 
Not less than 880 KN 
Not less than 300 mm 
Not more than 24 kg. 
A8/B9/C8/D9/E9 


Spare Battery —2 Nos. shall be supplied 

Accessories: All accessories including Battery charger 
shall be supplied along with the Combi tool. 

Warranty—2 Years 

3.3 Battery Operated Portable L. E. D. Light Mast 


The load body of vehicle should not be fabricated 
beyond 50 cm in height, from height of the roof top of the 
cabin, as the height increases the body roll in the curves will 
also increases. Aerodynamic deflector to be provided to 
reduce the air resistance. Shape of the fabricated body should 
be in tune with the design of the original cabin. 

Lockers 

The lockers should be provided for storage of all 
equipments mentioned in the specification. All equipments 
should be stowed very scientifically and systematically in 
the lockers and each piece of equipment shall have its 
designated location so that at the time of emergency the 
required equipment can be located very easily and removed 
for use. Floor of lockers shall be covered with good quality 
neoprene rubber sheets. 

All the equipment should be properly clamped and 
strapped in the lockers to prevent shifting of the equipments 
while the vehicle is in motion. 

All the lockers should be covered (Rear Side Also) with 
Push-Pull type aluminium roller shutters only, for faster and 
smoother operation at the time of emergency. 

The roller shutters shall be made from extruded aluminium 
sections with suitable roller, spring, guide channels etc. All 
aluminium sections used shall be properly anodized. 

The Roller shutters shall be rolled inwards underneath 
the roof giving unobstructed access to the equipment lockers 
and the firefighting material. 


Should be of collapsible type. 

Lamp Luminous Efficiency - Not less than 4000 Lumen 

Battery - 12 Volt not less than 35 ah 

Battery should be rechargeable from A/C Supply. 

Battery charger and all accessories should be 

supplied along with the system. 

Weight -Not more than 30 Kg. 

Height when extended - Not less than 1.5 metre. 

Body Work of Vehicle 

The rear body structure/frame work shall be of welded 
constructions and made from 2 mm thick MS pressed sections 
and square tubes. The angles and channels used shall be of 
min. 3 mm thickness. The complete structure material shall be 
treated for anti corrosion by Zinc Plating. The plating 
thickness shall not be less than 20 microns. Two coats of 
Epoxy paint shall be applied to the completely welded 
structure. 

The structure shall be so designed so as to avoid any 
vibration / rattling / deformation in the intended usage of the 
vehicle. 

The interior panelling shall be done from 1,22mm thick 
aluminium sheets and the exterior panelling shall be done 
from 1.60mm thick aluminium sheets. 


These roller shutters should open in every position of 
the vehicle even in rough terrain. Guide rails shall support 
the shutters over entire length on both sides to make 
them absolutely torsion free. 

The opening of the roller shutters should be done by 
means of a lift bar provided. This should be of the self locking 
type so that while the vehicle is moving, the shutters do not 
open accidentally during movement of vehicle. 

Roller shutters shall be made of hollow rectangular 
shaped aluminium links which shall be inter connected with 
rubber/plastic/PVC profiles sealing the roller shutter watertight 
when closed. These roller shutters should be durable, 
maintenance free, weather and corrosion resistant. 

All lockers shall be fitted with internal lighting which 
shall be capable of being automatically switched ‘ON’ and 
‘OFF’ by the opening and closing of the roller shutters. A 
master switch for isolating the locker lighting circuit shall 
also be provided. 

Painting of Vehicle 

The whole vehicle shall be painted externally & internally 
with anti corrosive paint i.e. epoxy coating and 3 coats of fire 
red Duco-colour with metallic finishing. For stowage lockers, 
cab etc. with cream colour and areas not visible with black 
colour. The Service lettering (Fire & Rescue Services) in 
Malayalam and English shall be painted / ( stickered) on 


488 



19th July 2016] 


STORES PURCHASE 


637 


both sides with golden-yellow colour. The name of the 
department “ FIRE & RESCUE SERVICES” in fluorescent red 
letter in yellow background shall be affixed ( sticker) on the 
top of the front wind screen. The LOGO of the department 
shall be displayed in the two sides and in the bonnet of the 
vehicle. ‘Dial 101’ shall be painted/stickered on all the four 
sides of the vehicle on yellow background in black letters. 

P. A System 

An electrically operated Light Bar emitting Red, White 
and Blue Light with Siren of 1km range and 2 Tone Hooter 
with public addressing system should be provided. Switches 
for operating Siren P.A system should be provided on the 
dash board in a convenient place. The system should be 
protected with metal guard. 

Rear View Camera: 

Rear View Camera shall be provided for the vehicle 
with 7 inch LCD screen within the Cabin. 

GPS System: 

GPS system shall be provided in the vehicles to locate 
the vehicles. Full software support for a period of 3 years to 
be guaranteed with the system. The structure should be 
compatible with windows and android platforms. 

Navigation system : With full Kerala locations (Cities, Towns 
and Villages) shall be provided. 

INSTRUCTION BOOK: 

Instruction book for the guidance of the user including 
both operating and normal maintenance procedure shall be 
supplied. The book shall include an itemized and illustrated 
spare parts list giving reference number of all the wearing 
part. A set of all operating manual for the guidance of the 
user including both operation and normal maintenance 
procedures for all of the appliances and accessories. 

The book along with the drawing should be item wised 
and illustrate spare list giving reference number to all wearing 
parts are made easily available. When necessary, it shall also 
include line diagrams showing all plumbing connections 
between water tank, pump mixing chamber etc. 

MARKING: 

Each appliance shall be clearly and permanently marked 
with the following preferably on a metal plate attached in the 
driving compartment and also near/on the pump operating 
control panels: 

(a) Manufacturer’s name or trade mark. 

(b) Year of manufacture. 

(c) Capacity of pump in l/min. 

(d) Water/Foam tank in litres. 

(e) Engine and chasis number. 

(f) Pump number. 


STAGEWISE INSPECTION: 

1st Stage Inspection (a) Structural Inspection 

(b) Testing of Water Tank/ Foam 
Tank hydro testing 

(c) Inspection of Panel Work 

(d) Inspection of Water Mist 
Unit 

Final Stage Inspection (a) Final finishing, painting of the 

appliance 

(b) Compliance of non 
conformities, if any 

(c) Water Mist test as per 
standards 

(d) Pump Testing & Hose Reel Gun 
performance 

(e) Complete functions- operations 
of all systems installed 

(f) Check & maintaining of all 
catalogues, operation manual 
of appliance. 

(g) Road Test fully laden vehicle 
up to a distance of 40 kms 

Acceptance Test The vehicle will be tested after 

delivery at Fire & Rescue 
Services, Head Quarters, 
Thiruvananthapuram and 
based on this inspection, the 
vehicle will be accepted 
by the department. 

The stages of inspection will be as under: 

Specifications and Drawings.. 

Considering the detailed Specifications, the Auto CAD 
drawings (both the Hard Copy as well as Soft Copy shall be 
included) and load calculation chart shall be submitted by 
the Vendor. The Director General, Kerala Fire & Rescue 
Services or his representatives may suggest modifications to 
the drawings. However, modified drawing should be 
submitted by the Vendor within 3 days from the suggestion/ 
discussion. The Bidder shall start the work only after getting 
the drawings approved by The Director General, Kerala Fire 
& Rescue Services. The CAD drawings should clearly 
illustrate the detail of the floor structural members of the 
side, roof cabins, location of water tank, foam tank, pump & 
equipment lockers etc. with full detailed specifications. Two 
sets of complete and final CAD drawings (both the Hard Copy 
as well as Soft Copy shall be included), in respect of 
fabrication, stowage arrangements, fittings, electric circuit 
arrangement etc. shall be supplied at the time of delivery of 
the appliance. These drawings shall be supplied free of charge. 
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Quality of Goods 

The equipment/product must conform to the highest 
quality and standard. Vendor should guarantee that the items 
delivered to the purchaser are brand new. All tools/ motors/ 
machines must be supplied with their original and complete 
printed documentation and technical specifications and Test 
Certificates, if any. For imported items, the Vendor should 
submit the import documents. 

Consistency must be maintained for the entire lot of the 
Mini Water Tender (Water Mist) based on Mist Technology. 
All the require items in schedule of requirement must 
be of the same brand and of the same or higher 
specification. 

All the equipment should be supplied with the relevant 
Indian or International standards. 

Workmanship and Material 

Workmanship executed shall be of high order. All rivets 
and belts - holes shall be drilled (not punched) and fitted with 
well fittings. All steel joints shall have a coat of approved 
paint on both surfaces before reverting or bolting or welding. 
All steel screws, bolts, nuts, rivets, etc. shall be zinc coated 
or rust proofed by recognized process. LI directions and 
instructions (oral or in writing) on all points relative to the 
mode or manner of carrying out the works or as to the nature 
and quality of materials used or workmanship executed 
whenever given by The Director General, Kerala Fire & Rescue 
Services shall be received and complied with. 

R.T.O.’S Requirements 

The vehicle shall conform in all respect with provisions 
contained in the Motor Vehicles Act of 1988 and Motor 
Vehicles Rules of 1989 or to any other statutory modifications 
or re-enactments made from time to time. All the equipment 
necessary for R.T.O. passing shall be provided on vehicle 
and the offer shall be inclusive of all such equipments. 

Warranty 

The complete structure & equipments provided and 
erected on the Mini Water Tender (Water Mist), which are 
not mentioned specifically, shall be subject to an overall 
performance warrantee for a period of 36 months from the 
date of delivery. 

The Vendor shall be responsible for the maintenance 
of the Mini Water Tender (Water Mist) except for the chassis 
for any defects or damages to Vehicle due to bad workmanship 
or of any inferior material, accessories, apparatuses etc. 

Onsite Training —Training Schedule & Module, should 
be submitted by the Vendor for actual operation of the system. 
Minimum 3 days on site training should be given by the vendor 
at their own cost to the fire and rescue personnel. 


Conditions 

1. Whether samples are : Pamphlets, Photograph, 

essential Drawings, CDs etc. 

should be forwarded 
along with the tender. 

2. Period within which : Within 45 days from 
goods should be delivered receipt of supply order. 

3. Rates should be quoted : f.o.r. at 
including all taxes and Thiruvananthapuram 
transportation charge 

4. Payment : 100% payment against 

delivery at Thiruvanantha¬ 
puram in good condition. 

5. Other Special Conditions : 1. A warranty of 36 months 

for fabrication from the 
date of delivery of the 
item shall be provided 
by the fabricator. 

2. EMD—1% of PAC in 
online payment. 

3. Security Deposit/Bank 
Guarantee—5% of 
total contract amount 
inclusive of EMD 
to be furnished as 
mentioned in the 
notice inviting 
e-Tender. 

4. Any firm whose 
Proprietor, Partner or 
Director against whom 
any Vigilance Case 
has been charge 
sheeted and pending 
trial at Court in 
connection with 
fabrication/supply of 
similar product made 
earlier to this 
Depart men t/Kerala 
Government are not 
eligible to participate 
and shall be barred 
from participating in 
this tender. 

5. The tenderers should 
have an average 
annual turnover of 
Rs. 10 Crores for the 
last 3 years. 
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6. The bidder should 

have sufficient 

previous Experience 
(atleast 3Years) in 
fabricating Fire 
fighting Vehicles. The 
copies of supply 
order for fabricating 
Fire fighting Vehicles 
placed by states, UTs, 
and P. S. Us during 
the calendar Year 
2013, 2014 & 2015 
should be produced 
in support of previous 
experience. 

7. On receipt of supply 
order the tenderer 
should provide 
Insurance cover for 
the Kerala Government 
property for an 
amount equal to the 
cost of total number 
of chassis for fire and 
theft. 

8. The number of 
vehicles to be 
fabricated may 
increase by 20% and 
the vendor must be 
capable enough to 
fabricate and supply 
the whole quantity in 
time limit. 

9. Canvassing in any 
manners at any time 
shall disqualify of the 
tenderer. 

10. Renewal of temporary 
registration processes 
shall be performed by 
the fabricator at their 
own expense. A valid 
Temporary Registration 
Certificate (T. P.) shall 
be produced before 
the department at the 
time of delivery. 

11. Load distribution chart 

and detailed drawing 
from the competent 
authority shall 

be submitted got 
approved from the 
department by the 
fabricator, before 
commencing fabrication. 


Office of the Director General, 
Fire and Rescue Services Hqrs 
Fire Force Junction, 
Thiruvananthapuram. 


12. If the supplier is not 

in a position to repair 
the equipment or 
accessories provided 
in the vehicle, 
they shall arrange for 
total replacement of 
that particular item, as 
the case may be, up 
to a period of 3 year 
from the date 
of acceptance of the 
vehicle by the 
department at 

Thiruvananthapuram. 

13. The vendor shall be 
responsible for the 
maintenance of the 
Mini Water Tender 
(Water Mist) for any 
defects or damages to 
vehicle due to bad 
workmanship or of 
any inferior material, 
accessories, apparatuses 
etc. 

14. The vendor should 
provide service 
assistance and supply 
of spare parts for a 
period of minimum 5 
years after the expiry 
of warranty period, 
within 30 days since 
any complaint is 
reported to the 
vendor. 

E. B. Prasad 
Director (Technical) 
For Director General. 


Health Services Department 

SHORT TENDER NOTICE 

No. B3-3699/15. 17th June 2016. 

Sealed tenders are invited for the supply of the 
following equipments to Ophthalmic Unit of General Hospital, 
Thrissur under MPLADS-2015-16-Sri C.N. Jayadevan, 
Hon’ble MP of Thrissur. 

The envelopes containing the tender should bear the 
superscription “Equipments to Ophthalmic Unit” and 
should be addressed to Superintendent, General Hospital, 
Thrissur. 
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" Name of Equipment 


1 Beam Splitter + CCT Camera + Recording Device for 
Ophthalmic Operating Microscope 

2 Non contact Tonometer with Smart Puff Control, 
Tiltable Touch Screen, LCD Colour Monitor, Printer 
and Motorised Instrument Stand, Auto Start, IOP 
Correction Formula 

3 B Scan with UBM Upgradable with Measuring 
Tools, IPG and PDF Format and Printer 

4 LED Indirect Ophthalmoscope 

5 20 D Lens (Volk) for Indirect Ophthalmoscope 

6 Cataract Surgery Set 

Date and time of sale of tender forms—18-7-2016 to 
20-7-2016, 11 a.m. to 3 p.m. 

Last date and time for receipt of tender—22-7-2016, 
12 Noon. 

Date and time of opening—22-7-2016, 2.30 p.m. 

Late tenders will not be accepted. The tenders will be 
opened at General Hospital, Thrissur on the same day at 
2.30 p. m. in the presence of such of the tenderers or their 
authorized representatives who may be present at that 
time. The Superintendent reserved the right to accept or 
reject any tender without assigning any reasons. 

Intending tenderers may, on application to the 
Superintendent, General Hospital, Thrissur obtain the 
requisite tender forms on which tenders should be 
submitted. Application for the tender form should be 
accompanied by a cash remittance of ' 2,300 (+VAT 
appicable) which is the price fixed for a form/set of forms 
and which is not refundable under any circumstances. 
The tender forms are not transferable. Sale of tender 
forms will be closed at 3 p.m. on 20-7-2016. 

Cheques, Postage Stamps, etc. will not be accepted 
towards the cost of forms, nor will the forms be sent per 
V.P.P. Duplicate tender forms, if required will be issued at 
50% of the tender form (+VAT applicable) per copy, 
EMD— ' 15,000. 

Conditions 

1. The existing Government condition regarding the 
quality guarantee of supply should be strictly 
adhered to. 

2. All equipment (including hardware and software) 
should have 3 years of warrantee. 

3. If any damaged item is found supplied, that should 
be replaced immediately. 

4. Whole item should be supplied within 1 month. 

5. Expenditure will be met from MPLADS 
fund-2015-16- Sri C. N. Jayadevan, Hon’ble MP of 
Thrissur as per rules. 

General Hospital, Dr. P. J. Aloshies, 

Thrissur. Superintendent. 


ojj<tk 3 fl(3<^eiocru ojacru^o 

0)011(3 n<j)-742/l6. 2016 S3J6n3 22. 

6i6)cu«5Tro1ffl1 ro)oejjc0S)oaDjnJL®)l<r»lceiceffl 2016-17 <uc3c&«B(ni5) 
cBOjgg raraipj <as>i «r>i 6ml ca>a3 carem cosij cm ©)1o) ajcraoiiy 

(3(3<-ieiocru2ca>a5 

rarasaraS «j)jca>—' 1 ,so, 000 . 

ablffltmiraai^o—' 1 , 800 . 

S)S6rr§(3 cBa£ioo(3i3)l6)oi] ailei—' 420 . 

21 - 7 - 2016 -cn 6i6)aicft>2cscrnoo 4 a6rn1 aioo 6)S6nec3 
Gci0006ai3c/3 ai063T30(UjanD«5)06rn. 22 - 7 - 2016 -cn g^cdScM araj 
ojoffl ajcoaiij o(3<^eiocrujca>u3 gra aoaolcniloiS rrujltsjffllcesijcm 
ffl)06rn. 23-7-2016-cr) offlajcftqeomfflo 3 a6TDl<so eielij 
3(3<^eiocruj<S3a3 careen aruacSnjl^ifiKajfflscsaDO njjfflcmmoiTjsjrairolco) 
mffljs)S(5CQ>o ODOcrnlrar^RsreilcsS cmjOcsrejaTKmjfflOQcelcalcOffljo. 6>s6nec3 
0)16ni cru) CD c&>c/5 n_qc36rnfflo<x»jo nJoei1^jj6)ca>osne a^ociijo 
63Blcs» cnlocss) eosuoojsjcmmlcxDjo cnjsm cnl ei cuooo 
gOojjcuffljcaTtnjaDccnjaocxD cn^tMrikeereo cninonjcncareilcscno 6)S6nsc3 
gonjlcoojcmcsiosrn. 


[aft. (25(0)001(3 

(3)J6m1cft)g26)S gDOOo 

1 

^(2^c96)063o 

2 

0)0)6103 

3 

6)611101) rfldlO 

O 

4 

C0)£KQil61D <ft.OJ(3 

5 

SCDOJC03 

6 

6TUO©d6 

6V) o 

7 

(3re6DJCBCU)Ol2Kl3 rfldlb 
o 

8 

cuxtu(3 

9 

6)611101) <ft>C11(3 


6iS6nec3 Ganooranrilcscnosiso^o care)aajrUL®)l crojiaisnelffloi) 
Gnjfflleqgg ' 1,800-003 cuilaoci^ 1 ' (.ojcooDO oolfflcoHoai^aocral 
anffl<3(T_|lGd3®6recffl0 6rn. 6)S6rec3 cBndooo carastereo 
cfcojoloDjgglroS ruoofflcSaal^i 6)S6nec3 0)cnic3 oi^cBctnmoood 
Qiij^(ScS6)6nsca)jo orojioJsni, cmoeijcsre (3T3)crejnj(.®)l, 6)6)<uc3i3)1col, 
cucsDODOs n 3 )cm oileiocruo <Bffl65J6)ojsjcB(3is)6iog(3)2mo6rn. 6)6)<u<ft>1 
eielij 6)S6n§ojcft.a3 njffl1u)6rrilces)jcm®)ej. 

6)S6I03c3 (Bad006513)16)0^ ail£100)0CD) ' 420 g)CD 630a£)10051(53 
( 3 reSijoc 33 6 )S 6 n §(3 Ca£ioo 63 raa 3 eje 1 <s 6 )jcm( 3 ) 06 rr). caqso 6 )( 3 ) 
6)S6rec3 CBndooo cainJoeilcaS carejoi aj gg oj<3 ' 100 

2) 610)1 (B CO) 0 (5 CU) O0CQ)1 6)S610S<3 CBndOOo Oj1&ICB0Q)O6)SOa ; jo C3reS^j 

(3i3)(Ucre i ! ) 6)iT ; j§0(53 £je1ce6)jcm(3)06nb. gorailcseice® 6)nJtere, cuil.rujl. 
n^cmloj ao)i1<ft>alcS6)jcm(3)£i. 

SfflJ cftiOO 6 IDQIJ 0 cftqS06)(3) 6)S6103c3 Olf 6) nJ 0 CB O) 0 

а) 1aocft>o1c96)0(Ba)o oo)](nJ6io3lo) careujlc&offlo g6neoa3)1ffl1c96)jo. 

CD)0£1Jc9ffl 6)nDOJD cft>J0(3(B§(PO1) C3re)tre2nJLC3)1, (Bn]) 

б) 6)OK313)1ffl1, C1KS2)0)0S. Cn)2lpJ610§. 
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Medical Education Department 

(3c 3^£JO<TU nJffl(TU^O 

00011(3 o0Ol)3/5933/l5/o0o.flUl.flDl. 2016 S3J6T13 17. 

G<ft>os>1(Bc8S)os oacuiltesKnS e<ft>cxBgs 2 l 6 )ei ao3§1 cu)1ou1oJlu)ol 

Olfll)3oij CQ>26TT)lg oJ(S8515)3gKl Oilg0 01 8515)1 <8&l<96) OllClilu) 
goJ<ft>8>61T)6313c3 ail(5)8)6rno 6)oJ<SJ>JOO)85)1cB£1<9® 0)13l2)2]0e5)0<96)g1(53 
oolcBanoo raraajffljffls rareocnleft^en ail an® 6m <96)08)1(58 aileanoo 
ajLflcu^Jonjo fflRsruffloculraddltmcujaoaa) (33^£ioflDj<ft>t3 cMdsml^j 

6)efti0ggJdT>J. 

(33<Teiorru eoDooaijo ai1c®f30ou8 63i3gjo 6) aonl <96)853 
(Scaoegs rarejonloDlasSoilau) (.nJcu^Gjirol cruatsKmai eie^aoerm 
((So£506n3: 0495-2350212). ' 200-6)0$ G<ft>8>g £25J(.<3oJ(a5)8515)1a53 

oolosular) aoas^dftQQileijgg oumas^troxiijo oiocoraasis) 85)j<ft.(n)j6)s 

1% ai1o«5i(.(3aj^G«5roiosjo eaoei>pjrarrojaoa»jo a3<^eiooru 

G<96) 61)3 (TOO 61T) . (ID o ODD 0 O) 8515)10) nJ 10 (515)) SB 

cninonjai63i3c3c86i mji/3nJL®)o eielcesijorocjilai ' 250 2i6n)te(X2)o3cu)3 
crunnlraio (ojladcnilojocd, aicu6n36iao^ 6> a cud <96)853 <3<ft,oegK!, 
(B<ft>0(Pl(B<96)0S o0OT> 011 010(11) 8515)18)3 (313 (BoJ <93)1 Q <96)6113 85)0611). 
oolotsicaoj^ OUl2[2]85)oJ((5)8515)l6)($ ffl085)Jcft> <33<iej0fll) Go£)00(5I3)1a53 
(313 (DJ 6111011) £2)0(X)jl (Boj38515)1§J6ri3. 

ailei gDtrau.ctf sijojqqM effl6ii6)^sj(5i55l(r»1ffl1(s<fls)6iie(5)06rn. 
(bl<ft>jai)1<ft>gjo agjo 6 icue(ij 6)0 nJOoai3aDl(s<flS)6ne(5)06ni. <ft>s85i5), 
6Do3rfldj(io3(n), ca>m)g1o<s3, <r»(05)<ii)0i2)(a)1<ft>c3 oneonil<961(53, 
<ft>[2)2)1 o3d(l3 0001)1 6) oj £1 (U J <9> «3 (33O&I0 ODJ <ft>03 01)103)0 
(UnDl(Sc96)6ng(5)06rD. 85)J<ft> 0)8l3<ft>JflT>a5> 6ga5)^o8 ®JoJ(D>1ejO(D>1e>1<96)Jo. 

6)6i(u<ft>1 ejel<96ijono(5ijo mesitooo® cnlaxoxBai^o, croamesiojcasto, 
soj a3 ri ejoon) (in,aioiin<ft>c/3 o 0 crrilai oJoeilcseioasroiesijiZiooD) 
ra3<^eioaDjc9)03 a 6 igo«)j raraoloQilnjjo <ft>jso6)85) raioom o> 18 >od 1 < 96 )j 
on(5)06ni. a3<^eiooru eonooo 6)6)<9>mogo 6)o_i<g>on3 oiosjggasiei. 
a3(iejooni Gonooa 5 i 5 )l 6 )o$ (uleiaioaDl a6m1e(mo3ru)3 63(pl6)<9> 
ffl 6 )OOOnOJo flDj1<ft>ffl1<96)JflD85)ei. a3<^ej001) GoO 008515)1 6 ) 0 $ 
ajo^nJl(B<96)0 (lilei crxa8<ft>1 (U063B0(ujorK5)06ni. a3<^eiooi)jtft.c3 
(5)06)IP Omjoj1<^1iy1(3l<96)JOT>aS)J(oJ<ft>08>o 33 1 ™ei0ODJeft.08>6)0$<S(0)0 
(313oOl1 <9.^(5) (.oJ(5)10l1a)1<9>gJ6)SCBCQ)0 01)001)1(10^(515)1(53 

85)JO<96)JCrO (5)0611). 


(d03(2 

cn cm c3 

6)S6n§(3 cd an(3, sdodo, cm1ajo(3§6)aa$\ 

OL$C0D(BBC/D 0£dejQLl 

i 

a|£j) (TU 3/3518/2016 / n(j) o. (11)1. (11)1.-nil. n£) . ffl1o3 

a®o.(313)3.<r»J., nJG8515)Ogesl Ol1eOU)o-' 2,00,000. 

2 

a®(T1)3/3518(l)/2016/a®o. 01)1.01)1.-6)n(j)(n) a£lCBg<B6)3 

6)l21rfld1a3, n®o. (313)3. W J., rd(8(515)0 g£3l OlleOCDo- 

2,00,000. 

3 

r4)01)3/3518(2)/2016/ng)o.m)1.(n)1.-(313(3(S0 (S0D06m1(S<96)g3 

a(j)o.(313)3. D)J., nJQ(515)0gSSl-' 2,00,000. 

4 

0001)3/3 5 18(3)/2016/r4)o.ODl.(n)1.-QQ)J. (111. (.S0(l3ai) 

6Den,j£2ilcBar)g3 o0o.(313)3.c®j., ojeesrcoagssl—' 2,00,000. 

5 

a0(rU3/3518(4)/2O16/o0o. 01)1.01)1.-6) (U 00)16313 6)25oil1o3 

000.(313)3.(!Q)J., o_KB8515)OgS8l-' 1,25,000. 

6)S6T1S3 (Sn£500(515)16)0^ Qllei: 

(31301)8)3-' 525. 

nJcft)3a_j- 263. 

85)oJ0853ai(p1-' 575. 


(5)nJ0(53(US>1 6)S6I1§3 (BoOOOo (U1(53<96)J01) (313(1101)00) 
(5)1(0) (5)1&DJo 0D(2KQ)aiJo-18-7-2016, 3 £25611)1. 

6)S6n§3 Ga£50Oo (111(53<961J00) (3130101)00) (5)1(0) (5)1(0) jo 
(IDfflCQiaiJO-25-7-2016, 3.30 12)611)1. 

6)S6T1g3 eigl(B<96)61B S5)1(0)81)1(n)Jo 01)(2)<n)(UJo-26-7-2016, 

11 a 611)1. 

6)S6ITg3 (5)JO<96)J011) (5)1(0) (5)1 CO) Jo ODacOKUJo-26-7-2016, 

11.30 a 611 ) 1 . 

6)561133 O)1sa0(O)1(3lc66)JOl) (5)1(0)(5)1-31-3-2017. 

0)16111011) 0)cft.a3 

1. (Ill 3 ma 0(5)0 011(53 0)1 ODJgg 6)6)<9)oJJ01)85)<ft>o ((5)0185)) 
(33^ei001)l6)0)0<T_|o 0Da3o_|1(Bc96)6n3(5)06n). 

2 . rarajoiaa^eiojsjoDoJrftflio a3 <i eiooDj<9>orao3 cniiaraio 
6)ijjei(n1(53 ODoaio) oi)o a(.0)1 <ft)o3 nj(alQO80a)O)<ri)<96) 
Oil(S<D<O)a0(Sc96)6n3(5)06ni. 

3. (U006I131 i1J(3J63Bl<0)(5) 2 (u3rfldo. 

4. OJ03o3d1<9> (313 0 eft> JO n_| 611)1, 01) a (.0) O103rfll1eft> 

(313g<ft>jgn_|6n)1 (o_IJ8)J6313lcO)a)) 5 <ll3oSlo) 0)1ffleft6)J<ft)03 
6)(U(sqj6)0 0Djiilo ; |1ij1ffl1ee96)6n3(5)06n). (3i3)(ucraj,ffla»)1(53 
01)00)0) ODOa (.0)1 <ft)gJ6)S 6)85)8) 6)61515) SJ o_j1d) 6DO 
(T)1(3<96)Jeft)03 nJOla)6Il)1(S<e6)6n3(5)06n). 

5. aj(l3eft)j3 85)Jeft> 0)(53<ft>JOn)(5)£J. 

No. S3-3518/15/MCC. 17th June 2016. 

Sealed and competitive tenders in the prescribed 
form are invited from the manufacturers/authorized dealers 
for the supply of Various Equipment Multi Disciplinary 
Research Unit, Pathology, Government Medical College, 
Kozhikode as detailed below. 

Tender forms and details can be obtained from the 
Office of the Principal, Government Medical College, 
Kozhikode on payment of tender cost. Tender should be 
superscribed with tender number and addressed to the 
Principal, Government Medical College, Kozhikode. Belated 
tenders will not be accepted. Each tender should be 
submitted along with an agreement signed and executed 
in Kerala Stamp Paper worth ' 200 and EMD @ 1% of 
the total cost of items tendered for Stamp Paper will be 
supplied to the firm outside Kerala, on request along 
with remittance of ' 250 by Money Order in favour of 
Principal, Govt. Medical College, Kozhikode. Specimen copy 
of the agreement annexed with the tender form. Rates 
should be quoted in Indian Rupees only. All the taxes 
applicable is to be clearly mentioned. Freight, Insurance, 
loading, unloading, erection and commission charges and 
installation charges should be borne by the tenderer. 
Payment also will be made in Indian rupees. 

The tender without required Earnest Money 
Deposit, agreement and not satisfying other tender 
conditions are liable to be rejected without further notice. 
Tender form is not transferable. Cheque, Draft, Postage 
Stamps etc. will not be accepted towards the cost of 
tender forms. Duplicate copy of tender form can be 
obtained on payment of cost. The tender will be opened 
in the presence of tenderers or their authorized 
representatives as scheduled. 
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SI. 

No. 

Tender No., Item/Department, 

Cost (Approx.) 

1 

S3/3 518/2016/MCC—PH Meter Dept, of Pathology— 

' 2,00,000 

2 

S3/3518(l)/2016/MCC—Ice Flakor Machine Dept, of 
Pathology, MRU— ' 2,00,000 

3 

S3/3518(2)/2016/MCC—Ultra Sonicater, Dept, of 
Pathology, MRU—' 2,00,000 

4 

S3/3518(3)/2016/MCC—UV Transilluminator, Dept, of 
Pathology, MRU—' 2,00,000 

5 

S3/3518 (4)/2016/MCC—Weighing Machine, Dept, of 
Pathology—' 1,25,000 


Cost of tender fonn : 

Original—' 525. 

Duplicate—' 263. 

By post—' 575. 

Closing date and time of sale of tender form by 
post—18-7-2016, 3 p. m. 

Closing date and time of sale of tender form— 
25-7-2016, 3.30 p. m. 

Due date and time for receipt of tender—26-7-2016, 
11 a. m. 

Due date and time for opening of tender—26-7-2016, 
11.30 a. m. 

Date upto which rates are to be firm—31-3-2017. 
Special Conditions 

1. The brochure issued by the manufacturer in orginal 
should be attached. 

2. The firm should be arranged demonstration at his 
own cost, if requested. 

3. Warranty: minimum 2 years. 

4. AMC and CAMC: minimum 5 years, AMC and 
CAMC (rate to be mentioned separately) will be 
considered for selection if necessary. 

5. No advance payment will be made. 

Office of the Government 

Medical College, (Sd.) 

Kozhikode. For Principal. 

odSfieiocri) njraon^o 
00011(3 rq)anj.4-9652/2016/n®o.01)1.mil. 

2016 S3j6n3 17. 

(B<ft>(Mp1(Bc96):)S 0)0161136)2)03“ 6)2KU)1 c 06)K53 (Bcft>OCBgS3l6)£J 
ail.rare)c3.aril.o0ra3. aileoco(mailcseicoo «5)06 mp njoasjcm cuIojIu) 
goJ<ft.ffl6TT)63T3C/3 QjlOT)06IT)o 6)iiJ<3^Cn)(5)1(B£lc06) O)l(322]O(5)Oc06)g1(53 
oileanoo rareai®j6)s rare o oil <»>,(> (3) ailra)®6noc8S)Offllra3 colecrno 
2)jL3ajijro)jo airaruffloujInadolraKiijaiocm 3(3‘‘>eiocTD;;<ft>u3 cMdsml^qj 

fflcft>0331OTH. 


(3(3neioaru Caoooesregjo ailcreoooasesregjo 6)2) aril <S6)(53 
(Bcft>3(BgS3 650a£llorulra3 0)1(10) (jtJ 01^(515)1 OD2]<!Q>(5I5) £18^2)0600. 
(0495-2350212). ' 200 ajleicsqgg (Scft>®g 2q(B aJ (.(3) (515)1(53 

ail ere njl an 2 ) o <a> a»1 eijgg ai)22K5)nj(.®>™,!° aioaioraro) 
raijoa>cn)j6)s sraj crera) 2 iooio ailratmi.Bai^Grarmosjocftqsl ra)36np 
mraScslfcmMerajoT) (S2)6)£rpjraTroj2)0C![»1 odS^eioai) OD2x3ajlcs<flS)6nera)36ni. 
aDoaruoooirarroloi ajjoraroijgg oii£)OnJOi63T3a3c06) 2 q(ranri.®)o 
eiel <bs>i ore railoi ' 250 236ml cbcq>oc3cu) (3 ODnalraio 

(oila3anilryoc/3, aiai. 6121 arilc96)ra3 (B<e>o(Bg03, e<ft>o<pl(Bc06)os-8 
ci^cro afleiocruraroilraS rarecsaJcaaJlcstsasrBroiosrn. cnlocniraaj^ 
OU 22 ) 8J) or l®) rarrol6)o3 2)0(5)^ca> racS'^eiooi) <2 no 0 o rarrol ra3 
rarecnj 6 njou) 2 i 0 (r!)l cs£d(3roK5)l§j6ne. 

oilei ^03)^03 ojnjcr»1ra3 cs®6)jra<^sjcairolcr»1ralec06)6TTera)O6rii. 
ail^railcftigjo 2iqjo raaieqjoo nj®o2)(3c/31(Sc06)6nera)O6ni. tfcscsrm, 
gDa3oiuoa3ai), <&><n)gl0c96), <n>LCT5)ai)02i(o)lca>«3 01100oJlcesiraS, 
ca>22)lrflda3 a®cnol ®nj£jaijcft.o3 3^<T£ioai)jca>o®a3 annr»o 
(Uaa1csc0®6rera)O6ni. (5)jcft> mraScaqcrora) 6D05)^a3 ®]oj<i»1ra3 

rarejcoilffllcorajo. 

®raaica>l eiel cesj cmraijo 21 rail <r»o w ail® rai (.3 ai^o, 
ai) 22 ) rai or l«do, 2 ig 3 c 3 ( 1 £iooi 3 ai ^oj odo <ft> o 3 n^cmloj 
nj 0 ail cos 0 rarairaij 2)0 cs) 3 c 3 ^£io(td 2 c 9 j (/3 2 ) 6)0003 rareolaalnjjo 
cBjJSOnrai (3)0011 011® 01)1 C06)J 011(3)0 6111. 3(3 a £I001) (BaOOOo 
6)6)<ft>2)Ogo 0nJ(^)Oa3 nJOSJggraiei. (3c3^£I001) (S nil 00(515)16)0$ 

ail ei w ocral 2)6mlecmo^<ii)(3 63s>1®ca> 2 ) 0 goonjo 

Ol)llc9>a1c06))Oll(O)£J. 3c3^£IOOU (Bn£)00(313)16)03 (UHlnJICBteex) oilei 
0)C33cft>1 OI0 63T3 0 OJJ on (3)0 6T11 . 3(3<^£I0 (IDJ <ft, 03 (5)06)(P 

ODj-dlijjiyirelcae)^®) (.nJ<®>3®o 3(3<miooDjcft>o®®o^(S(i!)o raraocnlca^ra) 
(nJ(3)1oilu)1(®26)S(BCI»0 01) 001)1 (21)3,(515)1 (38 (3)JOc86)J011(3)06ni. 

t.cft>2) <3(3^£IOai) 0)01I®Jo gOODOqo OJcfcJ^o 

0103(3 o®ca>(S3cre renjeioijo 

( 1 ) ( 2 ) 

1 a®01).4/9652/l6/r4)o.01)1.01)1. 63O(Bc06)O (B2) OCU) n0£j1Ol) 

6)6)2HB(_c&i0 6)6)nrg“ Ol 0 n9d (3 011 (315) (3 01)1 a0 (58— 
2 ersiSdo 

2 a0Ol)“.4/9654/l6/a0o. 01)1. 01)1. (318OJD SS (TO 6Tll103 

(SOIOg^oODlalt^ nJOOiraS ojlaJO (5X2) = 10 nq)6TT>o 

ailrara)c3ar)ln0(53—' 1.5 eidMdo 

3 a0OT).4/966l/l6/n0o. 01)1. 01)1. 61 (0) (3 2) (38 6) 6) 01) (3 

oilrara)(3(u)1r4)(33—' 4 eicM/o 

4 00011.4/9666/ 16/n0o. (11)1.01)1. ffl oT) OOl(S 01)0 6TB ®3 03(53 

g)£Id£(B(S0(BoO0001)1011 OlilOUo Oj1(5re)(3cU)1a®(53- 

3,50,000. 

5 00(11).4/9667/16/000.01)1.01)1. 6)08(53 (B(U)Ooa>^J02)(SCI§n9da3 

oiilouo Oilrare)c3(ujlo0(53—' 3,50,000 

6 00011.4/9658/16/000.01)1.01)1. 0(o£)1S(B0g(U) 002)e(.ca)Oo£)^JS 

Oi1rare)(3(u)lo0ra3—' 2 eicaaro 

7 o0O1).4/97O8/16/o0o. 01)1.01)1. oOg]O0ODOg“ 6)6)2KB(A0 

cnicBcftOoj (Ulrare)(3(u)1o0(a3—' 5 eicMdo 
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(i)(2)(3) 

8 n3)am.4/9668/l6/a®o.<Tul(Tu1.-gejc*CS(.S0Sm1<fe 2K/3§1 

njomraS nJJn-ig—3 ti3)6rno-aj1(3re)(3cu)1n®(a3— 

3,50,000 

9 ci£)<TU.4/9669/l6/n<J)o. CTUl.mil.-OJO§(3 nJ^JffllafllecefflniiaS 

ahlomo-aj1rara)(3cu)1r4)(a3— ' 5 eicMio 

ra^^ejocru csaDoorarrolffln^ ailej (63 oI83I<dks 8)—ica>mmom(3 i, 
2, 6 gruaxtes) ' 525, L<®>2jaiau(3 3-ai ' 840, t.oa>2iai(m(3 4, 5, 
8 gDOJQCScOa ' 735, ta>2)ai(nj(3 7, 9 SgtlJCfficSS) ' 1,050. 

(3(3nejocnj GaDooraraflfflojl nilei (fflinJoroScuipl)—t<ft.2)Cocnj(3 i, 

2, 6 gCUOKtSS) ' 575, ^21(19011(3 3-01 ' 890, t,<ft>2HTDCni(3 4, 5, 
8 gDOJCfficM ' 785, (c&aODOlidi 7, 9 gDClKS»<eS) ' 1,100. 

cu)^nil Gssig 3^rieiooru (SnnooRsro)l6)og ailej—(da>aaifluc3 

1, 2, 6 gDOJ(I»c96) ' 262, (*>21(0011(3 3-01 ' 420, (*>12(0011(3 

4, 5, 8 gJOJOTceffl ' 367, (*>21(0011(3 7, 9 gD(H(S)*S> ' 525. 

o^rieiooii (Baeo2i2c&>o3 OTioJoraSaLPl ajlraSijjO) anlojcro 
rareaioDooi raitorail—16-7-2016. 

B(3dejooi) <Snno2q*>u3 (S(no1§ eielosejoD ohojodooi 
(mlosrailcsDjo (rumooxiijo—23-7-2016, 3.30 216ml. 

3(3^£io(n)j*>c/3 aDj°l*>(3l*6)j(ro rareaiouoai snlauffliloDjo 

OD21<S2)(U2o-25-7-2016, 11 216101. 

B(3<^eiooDjcft.a3 raijOcMijoD (toIodoiIqcdjo ODacmajjo— 
L<e>2i 01 aii(3 i mjanraS 5 (U6ira 26-7-2016, 11.30 2i6ro1, 
mgjggaiOTceo 27-7-2016, 11.30 216ml. 

<3(3<ieiooD2ca.c/3 (bles2io<i»l8>)*6)2(TO raftoanl—31-3-2017. 
oil6njou>ai<ft.o3 

1. Ol1(321210®10(UlK53oilOD2SS 6 ) 6 )cft)nJ 20 U(a)ca >0 ((3101851) 
3^<^ej00Dlffl010o_|o 01)21(3a ; j1(ScSS)6ne(5106ni. 

2. rarajOJOD^SlijJSJOTlnJcMIo 3(3^eiOODJca>Offlo3 01)J031o 
6)njejail853 ODoaioi od 021 (.aileft.c/3 njra1(B(/D0U)(ocn)*6) 

(iil(Ba)<n)2io(Sc96)6TTea5)06ni. 

3. (U006TTel-nJJOJSBrilcffian 2 (U(3rfldo. 

4. (U0(3o3dl*> (313 0 ta.J 0 o_|6m1/OD21(.C/) (110(3o3d1*> 

raragcftjgojeml (nijojesBloaoi 5 (U(3nUo). (o1(d*6)2*>(/3 
6)(U(S(1J6)0 (TUJiJI<yl^1<3l(S*6>6n385)06lf>. (3T3)(liaD^6121E9il853 
01)00)01 01)021 (.oil *> SI 61S 6)(3)ffl6)6iaT3)S2n_pO) gDll 
oilOc96i2cft.o3 njffl1ai6m1c96)20iia5i06ni. 

5. 2)2o3c9>2(3 anjtft, (0(33*>2dO(3)ej. 

No. S4-9652/2016/MCC. 17th June 2016. 

Sealed and competitive tenders in the prescribed form 
are invited from the manufacturers or authorized dealers 
for the supply of various equipments for VRDL in the 
Department of Microbiology as detailed below. 

Tender forms and details of tender can be obtained 
from the office of the Principal, Government Medical 
College, Kozhikode on pyment of tender cost. Tender 
should be superscribed with tender number and 
addressed to the Principal, Government Medical College, 


Kozhikode. Belated tenders will not be accepted. Each 
tender should be submitted along with an agreement 
signed and executed in Kerala Stamp Paper worth ' 200 
(Rupees Two hundred only) and Earnest Money Deposit 
@ 1 % of the total cost of the items tendered for. Stamp 
Paper will be supplied to the firm outside Kerala, on 
request along with remittance of ' 250 (' Two hundred 
and fifty only) by money order in favour of Principal, 
Govt. Medical College, Kozhikode. Specimen copy of the 
agreement is annexed with the tender form. Rate should 
be quoted in Indian Rupees only. All the taxes applicable 
is to be clearly mentioned. Freight, Insurance, loading, 
unloading, erection and commission charges and 
installation should be borne by the tenderer. Payment also 
will be made in Indian Rupees. 

The tenders without the agreement and sufficient 
Earnest Money Deposit and the tenders that do not 
satisfy the conditions are liable to be rejected without 
any notice. Cheque, Draft, Postage Stamps etc., will not 
be accepted towards the cost of tender forms. Duplicate 
copy of tender form can be obtained on payment of cost. 


Further detailes can be had from the office of the 
Principal, Medical College during working hours 
(0495-2350212). 


SI. 

No. 

Tender No. 

Item, Dept, and 

Cost 

(Approximate) 

(1) 

(2) 

(3) 

1 

S4/9652/16/MCC 

Automated ELISA Micro 
Plate Washer toVRDL— 

' 2,00,000 

2 

S4/9654/16/MCC 

Adjustable Volume Single 
Channel Pipetts (5x2 
each)—10 Nos. to 
VRDL—' 1,50,000 

3 

S4/9661/16/MCC 

Thermal Cycle to VRDL— 

' 4,00,000 

4 

S4/9666/16/MCC 

Horizontal Gel Electro¬ 
phoresis system to VRDL— 

' 3,50,000 

5 

S4/9667/16/MCC 

Gel documentation system 
to VRDL—' 3,50,000 

6 

S4/9658/16/MCC 

Refrigerated Microfuge to 
VRDL—' 2,00,000 

7 

S4/9708/16/MCC 

Fluorescent Microscope to 
VRDL—' 5,00,000 

8 

S4/9668/16/MCC 

Electronic Multichannel 
Pipette (3 Nos.) to VRDL— 

' 3,50,000 

9 

S4/9669/16/MCC 

Water Purification system 
to VRDL—' 5,00,000 
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Cost of tender form (Original)—' 525 for SI. Nos. 
1, 2, 6, ' 840 for SI. No. 3, ' 735 for SI. Nos. 

4, 5, 8 and ' 1,050 for SI. Nos. 7 and 9. 

Cost of tender from (By post)—' 575 for SI. Nos. 1, 2, 
6, ' 890 for SI No. 3, ' 785 for SI. Nos. 4, 5, 8, 
' 1,100 for SI. Nos. 7 and 9. 

Cost of tender form (duplicate)— 262 for 

SI. Nos. 1, 2, 6 , ' 420 for SI. No. 3, ' 367 for 
SI. Nos. 4, 5, 8 and ' 525 for SI. Nos. 7 and 9. 

Last date of sale of closing of tender form by 
post—16-7-2016. 

Last date and time of closing of sale of tender 
form—23-7-2016, 3.30. p.m. 

Last date and time for receipt of tender—25-7-2016, 
11a. m. 

Date and time for opening of tender—26-7-2016, 
11.30 a. m. for SI. Nos. 1 to 5, and 27-7-2016, 11.30 a.m. 
for others. 

Date up to which the rates are to be firm—31-3-2017. 
Special Conditions 

1. The brochure issued by the manufacturer in original 
should be attached. 

2. The firm should be arranged demonstration at their 
own cost, if requested. 

3. Warranty—Minimum 2 years. 

4. AMC or CAMC—Minimum 5 years. AMC and 
CAMC (rate to be mentioned separately) will be 
considered for selection if necessary. 

5. No advance payment will be made. 

Government (Sd.) 

Medical College, Kozhikode-8. Principal(i.c.). 

Technical Education Department 

SHORT TENDER NOTICES 

( 1 ) 

No. Dl/2491/2016. 20th June 2016. 


Sealed tenders are invited for the supply of 
Equipments/Consumables for Govt. Engineering College, 
Thrissur. 


SI. 

No. 

Tender 

No. 

Name of Lab 

Items and 
specification with 
approximate cost 

(1) 

(2) 

(3) 

(4) 

1 

Dl/23/2016-17 

Mechanical 

Water flow 



Dept. 

digital 




Manometer — 




' 4,00,000 


(1) (2) 

(3) 

(4) 

2 D1/24/2016-17 

Mechanical 

Dept. 

M-Series 
Displacement 
Flowmeter and 
high flow 
rate peristaltic 
pump—' 4,00,000 

3 D1/25/2016-17 

Civil 

Dept. 

Clamp on 

portable 

Ultrasonic 

Flow meter— 
' 1,75,000 

Tender value—' 1,260 + Postal Charge for SI. Nos. 1 
and 2, ' 630 + Postal Charge for SI. No. 3. 

Last date and 

time of sale 

of tender form— 


22-7-2016, 12 Noon. 

Last date and time of receipt of tender— 
22-7-2016, 2 p. m. 

Date and time of opening of tender—23-7-2016, 
11 a. m 

Intending tenderers may on application to the 
Principal, Government Engineering College, Thrissur, obtain 
the requisite tender form. Late tenders will not be 
accepted. Application for the tender form should be 
accompanied by cash remittance, as per the price fixed for 
the tender form. 

Cheques, Postage Stamps etc. will not be accepted 
towards the cost of the forms, nor the forms will be sent 
by VPP. 

Tenders should be accompanied by EMD of 1% of 
the amount by DD drawn in favour of the Principal, 
Government Engineering College, Thrissur with an 
agreement in Kerala Stamp Paper worth ' 100. Details 
can be had from the Government Engineering College 
Office. 

Phone No. : 0487-2334144. 

Website:www.gectcr.ac.in 

( 2 ) 

No. D3-2394/2016. 23rd June 2016. 

Tenders sealed with sealing wax are invited for the 
supply and purchase of cealing mount kit and cables with 
installation for purchased projectors. Tenders should be 
superscribed as Tender No. D3/17/2016-17 for the supply 
of Sealing Mount Kit and Cables with installation for 
puchased projectors and addressed to Principal, Govt. 
Engineering College, Thrissur, Kerala. The last date for the 
receipt of tender is 25-7-2016 at 2 p. m. The tenders will be 
opend at 11 a. m. on 26-7-2016 in the presence of such 
tenderes or their authorised representatives who may be 
present at that time. 
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Total Amount— ' 1,61,750. 

Intending tenderers may obtain the requisite tender 
form from the Principal, Government Engineering College, 
Thrissur on cash remittance of 473 + postal charge, the 
price fixed for requsite tender form. Duplicate form, if 
required, will be issued at 315 per copy. Tender forms 
are not transferable. The sale of tender forms will be 
closed on 12 Noon on 25-7-2016. 

Cost of tender form should be remitted either in cash 
or by money order ' 473 + postal charge. Cheques, 
Postage Stamps, Postal Order or Demand Draft, will not be 
accepted towards the cost of forms nor the forms, will be 
sent by V. P. P. 

Tenders should be accompanied by EMD of 1% of 
the amount by DD drawn in favour of the Principal, 
Government Engineering College, Thrissur with an 
agreement in Kerala Stamp Paper worth ' 200. Details can 
be had from the Government Engineering College Office. 

(3) 

No. D3-2534/2016. 24th June 2016. 

Tenders sealed with sealing wax are invited for the 
supply and purchase of Sports Goods for Physical 
Education Department. Tenders should be superscribed as 
Tender No. D3-18/2016-17 for the supply of Sports Goods 
for Physical Education Department and addressed to 
Principal, Govt. Engineering College, Thrissur, Kerala. The 
last date for the receipt of tender is 25-7-2016 at 2 p. m. 
The tenders will be opend at 11 a. m. on 26-7-2016 in the 
presence of such tenderers or their authorised 
representatives who may be present at that time. 

Total Amount— ' 3,51,600. 

Intending tenderers may obtain the requisite tender 
form from the Principal, Government Engineering College, 
Thrissur on cash remittance of ' 1,053 + postal charge the 
price fixed for requsite tender form. Duplicate form if 
required, will be issued at 630 per copy. Tender forms 
are not transferable. The sale of tender forms will be 
closed at 12 Noon on 25-7-2016. 

Cost of tender form should be remitted either in cash 
or by Money Order ' 1,053 + postal charges. Cheques, 
Postage Stamps, Postal Orders or Demand Drafts will not 
be accepted towards the cost of forms nor the forms will 
be sent by V. P. P. 

Tenders should be accompanied by EMD of 1% of 
the amount by DD drawn in favour of the Principal, 
Government Engineering College, Thrissur with an 
agreement in Kerala Stamp Paper worth ' 200. Details can 
be had from the Government Engineering College Office. 

Government Engineering 
College, Thrissur. 


Water Transport Department 

fliS^eiocru oKaon^o 

(1) 

(0011(3 01)15-6202/16. 2016 S3j61l3 21. 

rarejejnjjtf 1 onoonnooi sseicntmocora) aicOjjnjleeicSS) 85>06)(p 
nJOOQJJOT) OUOCJOOlo OU6)6)nJ 6 ) £lJ <§> j OT> 85)1 01 2)jLB6)(lln 2 | 

(3(3(i£jOOD2cft>c/3 cMd6m1^jj6)cft)0ggj(mj. 

3(3^eiooru oxni(3—29/cml5/20i6-i7. 

01)6)6)nJ 6).nJ(BCXJ6rrg (110n8S)j-gjl. On®. OOnJnj. 

raiasaasS 85)jda>—' 2,36,000. 

OllfflOlLBCll^o-' 2,360. 

[3(3n£jooi) Gnooorarrolooji oilej—' 525 (oi1ca>jo)1 goSonjos). 

3(3^£10OU GoUOOo Qil«53n_|01<S3)jOS (3190101)001 85)102 85)1 <X2>jo 
01)2)CQXHjo-28-7-2016, 1 216ml. 

ac3nejooi) eiel ec06)6ne rareoionooi anlo® asdccsjo 
on2i<r»ajjo— 28-7-2016, 3 216ml. 

sdS^eioon 85)jOc96)jdT) asJtoastojo on2Kn)(iijo—28-7-2016 

3.15 2)611)1. 

ra(3<ieioon ono6niou)1ij <ft,jSj85)(53 ai1cij<a63Ba3 (aJ <3^8513)1 
31(1101)6313 <§1(33 6)6)OJ<ft>2eOT>8>o 5 2)6m1ai6)8> 6D09 630aOlonl853 
£102,2)0610). 

6)S£lGa£)06n3 01011(3-0477 2252015. 

( 2 ) 

01011(3 Onl5-6203/16. 2016 S3j61l3 21. 

rarej&injjip onoounooi sjeioicnooio) aicOjjnjleeiteo rai06 mp 

nJOCDljOT) ODOOOlo 01)6)6)nJ 6) nJ Qg j OH (3)101 21^ (.13 61OJ 

3(3nejoonjtft.c^ cMd6m1^jj6)cft)0ggj(mj. 

s(3^eioon oioik 3—3o/onl5/20i6-i7. 

dl)6)6)oJ 6)nJ(8<SJ6ng OKin85)j-216)6)003 6)6)ojajjCU). 

(319S&853 85)jcft,— ' 1,10,000. 

0l1ffl(3)(3ClJ^o-' 1,500. 

3(3nejOOn <Sn£0O8513)l6)0ji Q)l£J-' 420 (0)1ca>j(3)1 g«36)n_|6)S). 

3(3^£iooi) Gndooo (n1(33n_|oiao)26)s raracnonoo) 85)1 <r»rail<n>jo 

(TD 2)00) (11^0-27-7-2016, 1 21611)1. 

3(3'•>£)0fll) £1@1 Gc06)61T@ (319(1101)001 85) 1 0Q> 85)1 (S3)jo 

Ol)2)CD)0Jjo- 27-7-2016, 3 216ml. 

B(3^£JOOn 85)jOc96)j(TT) 85)1<n)85)1(S))Jo On21 CO)(11 jo 27-7-2016 

3.15 216ml. 

B(3<i£ioon ono6niou)1ij <ft,jSj85)(53 qj1cij8)63bo 3 (.ojcu^asicrfl 
3l(110n63Bg1(33 6)6)OJ<&,2e(m8)o 5 2)610)1016)81 6DD 630a£)1onl853 
eiej) 2106m. 

6)S£l(Sa£)06n3 0)011(3-0477 2252015. 

(Ofcp 

OJDCDlOcftissS. 


(Sd.) onoonnom s&itoraioaics) (n<a>jnj, 

Principal. rarajeinjjip. 
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